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“heads Gress Unit GL-440 — Brings luxury lighting 
: n. the rea all! Ribbed glass construction for plenty 


& soft, . ipee Mees for schools, stores, ; EF le O re = c e Tl 


= Luminaires 


Eye appeal .. . and lots of it... is one BIG reason why | 


a constantly increasing number of architects, lighting and 
utility engineers, and electrical contractors now specify 
LEADER lighting equipment for school, institution, office 


and other installations. 
sa ey ral! ctype ‘ Beautiful as they are, however, LEADER fluorescent 
Cai imay be hung fom unt. ; ; luminaires achieve their good looks without sacrifice of 
ays ae : g 
lighting efficiency. Maximum “better light for better sight” 
is maintained by LEADER designers who combine modern 
styling with latest engineering and research findings. 
Get acquainted with the LEADER line. There is a 
friendly LEADER representative in your area . 


or write for catalog direct to: 
















ECONOMY 
Leadership 


is maintained 
by a constantly 
growing demand 


@ There's no “hot seat” for jobbers who stock Economy fuses, because they're 
catering to an established demand—a demand being pushed steadily higher 
by nation-wide advertisements like the one above, bringing Economy to 

the attention of more than 200,000 men who buy and specify fuses. For over 
34 years leading wholesalers have found Economy's jobber policy eminently 
satisfactory. You, too, can forge ahead with Economy! 








2717 N. Greenview Ave. Chicago, Illinois 
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Complete Fluorescent Line includes standard 
lamps from 14 to 100 watts, in white and colors. : 
The G-E Slimline ranges from 42” to 96” in ; 
length, % to 1 inch in diameter; instant-starting, 
with single-pin base. G-E Circline is now made 
in 12” diameter; will soon be available in 8%” 
and 16” sizes. 
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Need Lamp Information?... A wealth of help- 
ful lighting ideas and specification data are avail- 
able on every line of G-E lamps for every major 
field of application. To get complete lamp facts 
for any lighting job, call your G-E Lamp office— 4 
they'll send you up-to-the-minute literature. 
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for low-voltage farm service. 


REPOS BOP E PKG 


puaimur 2: 


No Lighting Job can be bet- 
ter than its lamps. You can 


depend on the quality of G-E 





lamps for every use — home, 





commercial and industrial. 


Whatever your interest in 


i. Line tages 


lighting, look to General Elec- 
tric for the most advanced de- 
velopments in lamps, because 
G-E Lamp research is con- 
stantly at work with one idea 


in mind—to make G-E lamps 


ae 


Stay Brighter Longer! 


0 bolita ow 





MAKES'EM ALL! 


G-E Filament Lamps for general lighting jobs 
are made in sizes from 6 to 1500 watts; cande- 
labra, intermediate, medium or mogul screw 
bases, or bi-post base in certain sizes. Standard 
lamps operate on 115, 120 and 125 volt circuits. 
Others made for 230 and 250 volt circuits and 













G-E Reflector and Projector Lamps offer a 
wide selection of concentrated and wide-spread 
floodlighting beams. Reflector spot lamps are 
widely used to highlight store displays. Reflector 
flood lamps are ideal for overall emphasis light- 
ing. Both serve similarly in outdoor uses, such 
as safety lighting in plant yards. 


GENERAL {& ELECTRIC 
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300% MORE CAPACITY... 


From three to twelve 3-pole circuits 
and provision for eight more when- 
ever needed. Existing box was used 
and no conduits added. 


138'2% MORE CAPACITY... 


From 13 to 31 single and two-pole 
circuits. In addition, a needed 3- 
wire circuit was provided at bottom 
of panel. A speedy and economical 
changeover. 





SQUARE J) COMPANY 









DETROIT 





MILWAUKEE ° LOS ANGELES 
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We Wu NO JOB TOO BIG...NONE TOO SMALL... 


for Safe, Dependable ELECTRUNITE E.M.T. 
the ORIGINAL Lightweight Steel Raceway 



































For safe, dependable wiring protection—ease and 
There are three reasons why eae fi ati Does bl reer 
ELECTRUNITE E.M.T. (Elec- convenience of installation—lowest possible origina 
trical Metallic Tubing) is un- . and maintenance costs—no other raceway affords the 
i ee many advantages of Republic ELECTRUNITE 
high ductility, (2) The td E. M.T.—the original streamlined wiring raceway. 


i ELECTRUNITE Bender, ° ° 
(e) The OCTMMUTE bead. Consider these brief facts: 


ing Syst hich simplifi ° ° ‘i 
hs aaiies of ah cad SAFETY —Inspection by Underwriters’ Laboratories 


bends, stubs and offsets. means positive assurance that ELECTRUNITE 
E.M.T. provides adequate electrical and mechanical 
—_ protection throughout the job. Moreover, it is 


—_—_— approved by The National Electrical Code for 
— general purpose wiring in exposed, concealed and 


. i , -”~ 7 concrete slab construction. 
rl, | __ EASE OF INSTALLATION—ELECTRUNITE E.M.T. 
\ is threadless .. . completely eliminates dirty, tedious 


” m \ thread-cutting ... strong, water-tight joints are made 
7 east v ost° quickly and easily with simple, compression-type 
m “ aprote . couplings and box connectors. And because its weight 
gcnr© 8. UN stant genet is less than half that of threaded-ty dui 
prot we gts\® gxvt SY is less than half that of threaded-type conduit, 
. Fut env oF gure? ww eget Ant ELECTRUNITE E.M.T. is easier to bend, easier to 
2. 9. ¥ 1 AC handle and easier to install. 


qa" LOW COST—Actual installation records from all 
a“ = parts of the country prove conclusively that ELEC- 


on every type of job. 


That’s only part of the story. For complete details see 
your nearest Steel and Tubes Division Representative. 


REPUBLIC STEEL CORPORATION 


STEEL AND TUBES DIVISION e CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, New York 


WHEN YOU'RE WONDERING... 


. . . about that next shipment of 
ELECTRUNITE E.M.T., please re- 
member that we're doing everything 
in our power to get it to you just as 
quickly and efficiently as possible. And 
remember, too, that not one length is 
scld from the factory ... the entire 
output of ELECTRUNITE E.M.T. goes 
direct to you—the ELECTRUNITE 
Distributor, 


LIGHTWEIGHT THREADLE 
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IS GOOD LIGHTING ... EVERYWHERE! 
THIS MAISON BLANCHEINSTALLATION 


Is Another Typical Example! 


This successful installation ... like hundreds of other suc- 
cessful GUTH installations in many types of buildings all 
over the country...is the result of carefully planned light- 
ing. Planning which begins with the designing of GUTH 
Fluorescent...and ends only when the proper luminaires 
are hung in the proper locations, and in the proper sur- 
roundings to provide the utmost in effective easy-seeing 
illumination. 


At MAISON BLANCHE, New Orleans’ famous depart- 
ment store, the entire fifth floor is efficiently, attractively 
lighted by GUTH Recessed Troffers. 


For stores, offices, schools, public buildings ...everywhere 
that there’s a need for well-engineered, lighting fixtures 
to conform with sound lighting plans... GUTH has the 
right answer. 


A new Data Booklet telling you how to apply 
modern Recessed Troffers is available 
free. Write for your copy 
today! 








2615 WASHINGTON AVE. ST. LOUIS 3, MISSOURI 
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This reproduction of a current industrial magazine advertisement 


contains valuable information for wholesalers and their salesmen 











You Can Do It With BullDog BUStribution DUCT 








Move a machine .. . relocate a added wherever you need them Electrical power systems are closely 
department... or revamp an entire because BUStribution DUCT and allied with machine tool layout. 
factory layout. BUStribution DUCT, branch circuit fittings are Therefore, production 
BullDog’s modern, highly flexible designed for easy intercon- changes necessitate shifts in 
electrical distribution system will nection, Also, standard el-— Be . oleceshid power distribu- 
meet every changing condition... bows, tees and crosses per- A. tion. That’s why it will pay 
with little or no rewiring. mit the system to fit any ODO. you to investigate BullDog 

Prefabricated, standardized BUS- plan. Best of all, simplicity a ae BUStribution DUCT and 
tribution DUCT systems can in design makes it possible the advantages of “plug-in” power 
be moved, altered and rein- to alter circuits with mini- that is readily adaptable to chang- 
stalled with complete re-use mum demands for time and ing production conditions. Write 
of materials . . . they are tools. Look at BUStribu- for details or call a BullDog field 
100% salvable. tion DUCT from any angle engineer. He can show you an 

Branch Circuits can be and you see savings! installation near your own plant. 


BullDog Also Manufactures Vacu-Break Safety Switches—SafToFuse Panelboards— 
Switchboards—Circuit Master Breakers—Industrial Trol-E-DUCT for Portable Tools, 
Cranes and Hoists—Universal Trol-E-DUCT for completely flexible lighting 


ELECTRICAL DISTRIBUTION SYSTEMS 


eRe z “iad a 
BULLDOG ELECTRIC PRODUCTS COMPANY, BOX 177, R. PK. ANNEX, DETROIT 32, MICHIGAN. In Canada. BullDog Electric Products, Ltd., Toronto. Field Engineering Offices in All Principal Cities 
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1RON AND STEEL 


CORPORATION 


SOUTH TENTH 
AND MURIEL STREETS 
PITTSBURGH 3, PENNA. 




















protects your “repeat” sales! 


Your customers come back for ‘‘more of the same’”’ as 
long as the products they buy give satisfactory service. 
For that reason, the expertly-applied protective gal- 
vanized coating on Oliver Pole Line Materials is of real 
interest to you. It protects not only the products, but 
your customer good-will as well! 

This is typical of the many sound reasons why you can 
always sell Oliver Pole Line Materials with full confi- 
dence in the high quality of the products and dependable 
service they give. Your customers will always be glad 
to get ‘more of the same.” 

And don’t forget that you are free to sell every item 
in the Oliver catalog to every buyer in your territory! 
The Oliver 100% Distributor policy means that we 
have no “‘withheld’’ customers, or ‘‘withheld’’ products. 
You get full benefits from all the contacts you make. 


Makers of Pole Line Materials since 1895 
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-- IMPORTANT, too 
in advantages that 
mean a better, 


faster job! - 


NON- 
DETERIORATING 


EASE OF 
APPLICATION 


GOOD 
ADHESION 


HIGH 
TENSILE 


DIELECTRIC 
STRENGTH 


EASY 
TEAR - OFF 


PROTECTIVE 
PACKING 


OVER A QUARTER CENTURY OF TAPE SPECIALIZATION 
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BETTER LIGHT CONTROL FOR BETTER SEEING 


Curtis Troffer is designed to have the flexibility needed to 
meet today’s problems in store and office lighting. 

For ehgineering and sales features these Alzak Aluminum 
Troffers are going to be hard to equal. Reflecting surfaces 
and louvers are of Alzak Aluminum so designed that low 
brightness and high efficiency combine to provide better 
seeing conditions for any commercial installation. Shielding 
is 35° crosswise and 25° lengthwise. 

For two or three 40 watt lamps per section, Curtis Troffers 
are designed to line up with standard 12” acoustical tile andy 
can be easily installed in any type suspended ceiling. 

Construction is rugged and practical; wireways are of heavy 
gauge steel, louvers are of the swing-down type for easy? 
maintenance, and all units carry Underwriters Laboratories 
recessing label. 

Curtis Troffers are also made with White ‘‘Fluracite’’ finish, 


steel reflectors and louvers or with diffusing glass panels. 


Wrute for 
FULL INFORMATION 
TODAY 


It will pay you to have complete details and technical 


information in your files. 
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allel brass. 








VIRDEN VALUE 





V-981 
V.921 Colonial brass 


outdoor lantern 
Copper lacquered black 






J-661 

French crystal 

glass—chromium 
holder 


FOR HARD-TO-GET NUMBERS 
See Your Vindeu Distributor 


On residential lighting, it pays to ask Virden! For you know you can depend on Virden quality, 

lighting and value. And you can also be sure of units that are charmingly styled, pleasingly 

decorative...to fit any home need. Shown are a few items that indicate the range of Virden’s 
line. You'll find many more at your Virden distributor—and you'll find him ready to serve you. 
* ’ * ff Pa 4 > me ty a a acaoit on 

Jon Viraqen Gompany °¢ Cleveland, Ohio 

Member pemerican Home Lighting Tustitute 
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Dowie S\4 
? YS OLEUGFYZ 


AASS 
SALES and PROFITS with 


NITE-—-LITE: 


aa , EVERY HOME 
jena —_ NEEDS 3 OR MORE 


i ae VINA 
Wegetllts ACS 
‘il ill iis! d 


@ 


Customers clamored for Nite-T-Lites from coast to 
coast when publicity broke on this amazing new neon 
glow light that can be plugged into any outlet in the 
house. They are using them in bedrooms, hallways, stair- 
ways, bathrooms, children’s rooms, kitchens and all over 
the house, to guide family and guests safely around the 


darkened house at night. 
Cost less than one cent a month to operate, and last up 
to a year, when burned continuously. . . plug into any 


BEDROOM 110 to 125 volt AC or DC wall plug or receptacle. . . 






approved by Fire Underwriters and leading safety 
authorities. Attractive counter display sells Nite-T-Lites 
without time or effort on your part. Cash in on this 


nation-wide best seller. Order Nite-T-Lites today. 


SICKROOM 





KITCHEN 


LITTELFUSE IF Queoyoulea 


4777 N. RAVENSWOOD CHICAGO 40, U.S.A. 


FUSES, MOUNTINGS AND ACCESSORIES - CIRCUIT BREAKERS + SWITCHES - NITE-T-LITE - SWITCH-LITE + IGNITION-FRITZ + NEON INDICATORS 
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Station wire insulated with GEON 
makes hit with phone men 


Some advantages apply to all types of 


manufacturing and construction 


H™ are a few of the advantages of telephone 
station wire insulated with GEON: it strips 
fast, clean, easily; it’s smooth, not sticky, easy to han- 
dle; the colors are clean and bright. 

Then add the fact that the excellent electrical 
properties of insulation made from GEON permit 
a thinner coating. That means lighter 
weight, more conductors per conduit, 
or smaller holes to be drilled during 


construction, 





In addition, insulation made from GEON is self- 
extinguishing—won’t support flame. It resists most 
normally destructive agents such as ozone, oils, 
acids, air, aging, abrasion, water, and many others. 

GEON’s applications range from spaghetti for 
radio hookup wire to heavy insulation for buried 
service entrance cable. That’s why we urge you to 
specify wire insulated with GEON the next time 
you order from your supplier. For information 
about special applications please write 
Dept. T-12, B. F. Goodrich Chemical 
Company, Rose Bldg., Cleveland 15, 


Ohio. In Canada: Kitchener, Ontario. 


B. F. Goodrich Chemical Company ... .-.: 


14 
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Quiet. _ : 
f 
as a cat on velvet 




















initial on eS 








All ballasts hum, just as all cats purr; but a sound 
level that stays so low as to be unnoticeable is a major 
advantage of G-E ballasts. On fluorescent lighting fix- 
tures for offices, hospitals, drafting rooms, studios, and 





whenever low noise level is the rule, your reputation may 
stand or fall on this factor alone. 

It’s quality construction that keeps G-E ballasts quiet. 
The composition of the core steel, the accuracy of di- 
mensions of the laminations, the uniformity of core 











If. stacking, the strength of the clamping structure—all 
o help to make a cohesive unit tending to damp the 60- 
} cycle hum. 
s, ; , —" 

Behind the design of G-E ballasts are all the research 
” and resources which G.E. is concentrating on the steady 
- growth of fluorescent lighting. Our engineers will be 
-d glad to help you select and apply ballasts or other G-E 
tO fluorescent fixture components. Apparatus Dept., General 
e Electric Co., Schenectady 5, New York. 
n ; 
e BALLASTS - LAMPS - STARTERS | ¥ Low noise level—for satisfied lamp—for rated lamp life and 

light output 
users g Pp 
1] TON - CABLE ose ip 
. bs Ste J. C'f'-4 2 Long life—for low replacement ™ Dimensions that permit use of 
Ys 7 De CACM G ai one wiring channel for practically 
| all fixtures—for simplified parts 

). 

Characteristics matched with inventory and lower fixture cost 

G “3 408-3 7-6205 
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REPRESENTATIVES IN PRINCIPAL CITIES 


PIPE PRODUCTS CO. 


COLUMBUS, OHIO 





PIPE COUPLINGS (_) PIPE NIPPLES @— ELBOWS, 90°(-® AND 45° ==> 


RUNNING THREAD PIPE gD GOOSENECKS <—~ |) WALLPLATES 
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| FUNCTIONALLY DESIGNED 
.. OPTICALLY ENGINEERED 


4/4 odern, functional Day-Brite Fluorescent Fixtures combine 
ee better light with better taste. 


~ Certified distribution curves prove their efficiency. A variety of 


pleasing designs to complement the architectural treatment of 


t any installation requirement. 
- 
Zz Send for our bulletins or consult your nearest Day-Brite Lighting 
= ££ ; ; 
—— Engineer for details. 


The VIZ-AID Patent V-shaped ALZAK louvers assure more even 
distribution of glareless light and provide more light on the working plane. 


For continuous or unit mounting — surface or suspension. Designed for two 40 


watt lamps. U. S. Patent No. D-138990— others pending. 


Day-Brite Lighting, Inc., 5405 Bulwer Avegue, St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 


| In Canada: address all inquiries to Amalgamated Electric Corp., Ltd., Toronto 6, Ont 
} 
4 


IT’S EASY TO SEE WHEN IT’S oo? 


DAY-BRITE 


a 4 "A FF s , 4 da 


, 
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FIREFLY 


wishes you 




















AUN LUFC, CO. UNC 


2051 NORTH 19TH STREET MILWAUKEE 5, WIS. 
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Simplifies FOOT SWITCH MAINTENANCE 
with STANDARD CONTACT FINGER 


oN 


‘ 


a 







Type FSA-22, 2 Pole, 

Horizontal Mounting, 

Left Side Operation, 
Open View. 





# 


' ~~. ie 
ONE CONTACTFINGER 
ASSEMBLY FITSHEM ALL! 


@ Minimum mointendnce—evén on such.a small part as— 
this moving fifger assembly, helps speed production and 
reduce costs. The coritact finger Q@ssembly illustrated fits 
every one of/ the foot-@perated swifghes illustrafed — also 
Bulletin 101 (Master Switches, Bullétin 102 CamNLimit 
Switches, BulJetin 102 Hatchway Limit Switches, and Buille- 
tin 102 Track Type Limit\Switches. Thus, sin plants using 
several different types of switches, maintenane is simplified 
because the game spare parbfits thent all. Doubl&preak silver- 


4 


to-silver confacts, requiring eons nor dressing Since oxidiz- 


ation will ngt cause poor conijact, also reduces maikf{enance. 
. . % - 
d, a simple twist of the¥fingers Showing oe 
A ail 


Type FSVA-11, 22 or 


33, 1 or 2 Pole, with 
Latch. Vertical Mount- 
ing. 










When replatements are nee 
; ° ‘ ind Floor Plate 
removes thé contacts and the fressure spring will not fly out. able on 1 or 2 


’ Switches only. 
Write for “3C’* Bulletin 101-FS. 











Type FRSA-44 4-Pole, 
3 position. 


Type FWLSA-22—2 Pole 
Sequence operation, with 


4% THE CLARK CONTROLLER CO. 


~ 


\ 


1146 EAST 152nd ST., CLEVELAND 10, OHIO +e EVERYTHING UNDER CONTROL 
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The switch mechanism in the new Cutler- 
Hammer line of safety switches is de- 
signed to withstand safely any degree of 
heat that can be expected from correctly 
selected fuses. 
In addition, C-H safety switches pro- 
vide greater ease of installation, greater 
convenience of operation, proved per- 
formance, smart styling ... more reasons 
why more and more alert contractors and 
Cutler-Hammer wholesalers from coast 
to coast feature and recommend this out- 
standing line of safety switches. CUTLER- 
HAMMER, Inc., 1327 St. Paul Ave., Mil- 
waukee 1, Wisconsin. 
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Ankoseal 


i Kecomnucndld Dusit 


I, tens of thousands of homes this Christ- 
mas, wiring for tree lights by Noma will be 
insulated with Ansonia Ankoseal. In case 
of fire, greater safety will be assured be- 
cause Ankoseal is self-extinguishing. The 
wiring will be lighter weight, smaller in 
diameter, smoother, more flexible. And 
many a future Christmas will be served by 


these lights because Ankoseal resists wear, 


aging and heat — enemies of long life. 

Ansonia Ankoseal is equally applicable 
to the solution of problems involving more 
complicated use such as television, truer 
FM radio tone and the transmission of 
high frequency power. Ankoseal flexibility, 
dielectric qualities, and serviceability under 
severe conditions recommend it for the 


above and other duties. 










* 


You are invited to discuss your cable 


problems with us. The successful 
production of cables to meet unusual 
or difficult situations is a major part 


of our business. 
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LOOK TO WARE HI-LAG FUSE FOR PRODUCTION PROGRESS 


eS 








WALE 


HI-LAG 


& 
FUSES 


THE FUSE THAT PREVENTS EXCESSIVE 
HEATING AND NEEDLESS BLOW- 
NON-HEATING CONTACTS OUTS—GIVES 100% PROTECTION 
The wide contact surface maintains 
low contact resistance. 





Spring tension on links locked into po- End once and for all times the unnecessary delays—shut downs — 


sition, prevents loosening of contacts, is ° . 
ttim~et«a~a interruptions and costly expense resulting from out-of-date fuses. 
Comnsetions heed Stun by Snag anhet Modern science has developed the coolest operating fuse in the 


spring steel washers and heavy bolts. 


WARE HI-LAG—the SAFE—ECONOMICAL and FOOL PROOF 
Fuse, giving greatest satisfaction and service with full protection. 

The reasons for WARE HI-LAG Super Performance are —higher 
lag for starting loads and surges—greater strength and durability 
—link designed for maintaining low resistance —non-heating, spring 
tension contacts with greater contact area. These are features 
which save time, expense and renewal costs. Start economizing! 
Try WARE HI-LAG Today! 


LINKS LOCKED INTO CIRCUIT Write for Brochure giving details of all the 
APPROVED BY UNDERWRITERS’ LABORATORIES COOL FACTS, sizes and prices. 


IW /A\RIE: Fclhews 4450 W.LAKE $T.-- CHICAGO 24, ILL. 
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SATISFACTION 


_Those who feature General Day-Lites know 
from experience that every unit embodies 
the soundest engineering principles and 
offers the utmost in lighting performance. 
They also know that the economy and de- 
pendability of these quality units assures 
them an exceptionally high and profitable 
sales volume. Such satisfaction surely merits 
your consideration of this noteworthy line. 











NORRISTOWN, PA. 


(Greater Philadelphia) fluorescent rele ting 
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control devices with a 


, FAMILY TREE 


Al|l Federal products bear this emblem but that's 
only the beginning of their family resemblance! You'd have to go 


back to Federal’s engineering department, its laboratories, 





its far-flung manufacturing divisions—if you'd really want to see 
how this tree took root, For, though they may differ widely 


in design and application, all Federal controls have in common 


the characteristics of built-in quality . . . quality that guarantees 
|| performance! ... Federal Electric Products Company. 
1 | j Executive Offices: 50 Paris St., Newark 5, N. J. Plants: 


Hartford, Conn., Newark, N. J., St. Louis, Mo., Long Island City, N. Y. 








EASILY ACCESSIBLE 
held by one screw 


Stationary and movable con 
tacts in FEDERAL NOARK 
industrial controls are held 
by a single screw in most sizes 
. & feature that makes for 
quick accessibility from the 
front . . . and another reason 
why it's good business to 
specify FEDERAL NOARK, 














¢ al ©C ral NOARK 


INDUSTRIAL CONTROLS 


FEDERAL ELECTRIC PRODUCTS COMPANY, MANUFACTURERS OF A COMPLETE LINE OF ELECTRICAL PRODUCTS INCLUDING: 
MOTOR CONTROLS, SAFETY SWITCHES, CIRCUIT BREAKERS, SERVICE EQUIPMENT, PANELBOARDS AND SWITCHBOARDS 
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FEEDRAIL used for cutting machine and moving cloth laying machine with inspection light. 


enn 


KEEP TOOLS AND CABLES i _—_—_—_—_————— 
OFF THE FLOOR ath 


TE rmcTpbixr ~r A i 
C : be ( [ D> * ( E 3 D > & 
lee es Ee es F ENE Ne = be | WF on 


a Tt" 





FEEDRAIL is an enclosed electric busway system that supports 
and feeds portable tools. Heavy duty FEEDRAIL trolleys may be 
equipped with counterbalances to help support the tools. A 
dead-front fuse block on each trolley or EVER-LOK connectors 
provides individual protection for high cycle or universal tools. } 


ve 


~ 


All electrical contacts are enclosed, and protected from 
mechanical injury and dust and the system is grounded. Each \ 
section carries the Underwriters’ Label. 


» —e mit as 


Keeps cables and tools off the floor — no accidental discon- 
nection — no delay — and safety everywhere. 








FEEDRAIL is ideal for modernization of any plant that requires ©ATALC So, 
production changes from time to time, Also for moving test NERAL No. 14 
lines, monorails, cranes and hoists. 


ELectraic FEEDRAIL CORPORATION 
-FEEDAAIL Subs 


oOo 


rer 
my 


125 BARCLAY STREET *- NEW YORK 7, &.. ¥. 





ae 
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Chapter Three: HE LEARNS ABOUT 
EUI R ADVANTAGES 


toa fe e Btn 


You said they are... What important features do 


4 4 

For those who tuned in FLEUR-O-LIER specifications cover? 
late, FLEUR-O-LIERS 
are fluorescent lighting 
fixtures made to exacting 
specifications, set up by 
lighting experts, for per- 
formance, construction 
and service. They are 
tested, checked and cer- 
tified as meeting those 
specifications by inde- 
pendent experts, Elec- 
trical Testing Laborator- 
ies, Inc., and identified 
by the ETL Certification 
Label, shown below. 














We're glad youasked. They 
cover electrical and me- 
chanical safety, durability, 
Certified high power factor 





a FF F&F FF fF fF Ff Ff. 


Cs a eS = = ws 


ballasts, Certified starters, 
efficient lighting perform- 
ance, ease of maintenance 
and many others. 


= ee > e a ‘se 5 Lm =] 


Are all these manufacturing standards 


Te 


naintainea 





You bet! Besides the test- 
ing done at Electrical Test- 
ing Laboratories, Inc., 
E.T.L. inspectors periodi- 
cally check samples at the 





individual factories of 
FLEUR-O-LIER Manufac- 
turers. That gives you a 
double check on uniform 
high quality fixtures. 


This Labe! is your clue to 
good lighting fixtures! 





It is your definite assurance of e/ec- 
trical, mechanical and lighting excel- 
lence in fluorescent lighting fixtures! 





Fleur-O-Lier is not the name of an individual manufacturer, but of a group of 27 lead- 
ing fixture manufacturers. Participation in the FLEUR-O-LIER MANUFACTURERS’ pro- 
gram is open to any manufacturer who complies with FLEUR-O-LIER requirements. 
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Twins for Profits... 
_~ YES...TWINS / 





NEW PORTABLE RADIOS 


HEY’RE coming back with a rush...those new 

1947 Portable Radios. And no one knows how 
great the potential market is; some expert fore- 
casters say as many as 10,000,000 sets in the next 
couple of years. 

Your share of this great new business will be 
bigger and better if you go after the “Eveready” 
“Mini-Max” battery end of the deal...see that out- 
going sets are equipped with the world’s most 
popular radio battery ...see that your service cus- 


‘EVEREAD' RADIO 


tomers get them for replacement. 

And speaking of replacements — there’s a lot 
of that business waiting for you right now: the 
4,000,000 to 5,000,000 portable sets already in 
existence...needing thousands of dollars worth of 
new batteries and minor repairs every day in 
the week! 

Here’s a real ‘double feature’ you shouldn’t 
miss! Get an order in to your distributor NOW 
for “Eveready” radio batteries! 


The registered trade-marks ‘‘Eveready" and ‘‘Mini-Max"’ distinguish products of National Carbon Company, Inc. 


STORE DISPLAYS MAKE BUSY STORES! 


EVEREADY 


TRADE-MARKS 
_MINI-MAX 


NATIONAL CARBON COMPANY, INC. 


30 East 42nd Street, New York 17, N. Y. 
Unit of Union Carbide and Carbon Corporation 


WCC) 
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in every plant in your territory. See the 
methods and production engineers, the P. A.’s and 
the maintenance and repair men. Sell them on the 
sureness, simplicity and economy of Sta-Kon Pres- 


sure Terminals. 


with outdoor sign people and with State 
and Municipal Departments. They will welcome 
the ease of hooking up small wires the Sta-Kon 


Terminal Way. 


with every motor repair shop you know 


of. It will sell itself to these practical guys. 


| with air depots and manufacturers of 
airplane parts. They will be impressed with the 


ease of installation and uniform, safe performance. 





ever small wires are used. Do this for the new customers 
and new markets it will open up—not only for Sta-Kon 


Terminals—but for all other products you stock and sell. 


| 


with bus companies, street railways and 
steam railways for the quick and reliable main- 
tenance and repair of their rolling stock. Push it 


as a self starter for new business wherever you go. 


Each streamlined Kit contains one carton each of 
three popular size Sta-Kon Terminals, and the 


simple Sta-Kon Installing Tool. 


This Sta-Kon Terminal business is yours and yours 
alone to push. Under the now famous T&B Plan, 
all TXB products are always distributed ex¢ lu- 


sively through you T&B Wholesalers. 


If you don’t already have your personal Sta-hon 
Demonstration Kit ask us for this handy sales aid 


without delay. 


GOOD PUSHING AND GOOD LUCK 


The Thomas & Betts Co. 


INCORPORATED 
MANUFACTURERS OF ELECTRICAL FITTINGS SINCE 1898 
ELIZABETH |, NEW JERSEY 





In Canada: Thomas & Betts Ltd. Montreal 
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Sales Mravoling! 


DOUBLE ACTION STORE WINDOW LIGHTING 9s 

















lly yu: 
Ys? 






Yj 
























PATENT PENDING 


DUO-WINDOW-LITE 





This new All-Brite fixture does a twofold merchandising job: 


@ Floods entire window with excellent lighting. 
@ Provides an illuminated panel for an advertising message. The 
translucent panel is easily changed for special announcements 
by removing two wing nuts. 
The All-Brite Duo-Window-Lite is available for 4 20-watt and 4 40-watt tubes. 


SOLD THROUGH RECOGNIZED JOBBERS ONLY 


Approved by Underwriters Laboratories + Union Made 


WRITE FOR CATALOG AND DISCOUNT SHEET 


Manufactured by 


FLUORESCENT FIXTURES OF CALIFORNIA 


2779 FOLSOM STREET Manufacturers of 
“ALL-BRITE” Fixtures 


SAN FRANCISCO 10, CALIF. 





TESTED AND APPROVED 
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~~ LET’S TAKE THE SIMPLE, INEXPENSIVE 
TYPE D SWITCH-- AND MAKE IT BETTER 
THAN IT HAS EVER BEEN MADE BEFORE“ 


In just those words more than a year ago, a Trumbull team of design and produc- 
tion engineers set to work to give the Electrical Industry’s basic low-cost enclosed 
switch “the works”. How well they have succeeded is for YOU to decide. But we 


know in advance what your verdict must be. For, not only is this an outstanding 








example of American postwar ingenuity in making a product far superior in 
quality and performance at low cost... it is also the handsomest, simplest, most 
easily wired, sturdiest and best engineered 

Type D Switch you have \ 
seen... or we either. 
Now coming off our new 
streamlined production 
lines mighty fast. Place 


your orders, Gentlemen! 


Front operated. 


Locking provision in 
“‘off’’ position. 


Straight through wiring. 
Back mounted. 
More wiring space. 


Switch unit removable. 


* Very compact. C 


THE TRUMBULL ELECTRIC MANUFACTURING COMPANY 
PLAINVILLE, CONNECTICUT 
OTHER FACTORIES AT NORWOOD, OHIG + SAN FRANCISCO + LOS ANGELES 


30 








’ SEATTLE 
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MAGNIFIQUE /.. 
— HOT OR vatD.. NEVI» 
Hae, SMEARS 
Re. 


— oe 


AH: a DONE 70 
PERFECTION 
RIGHT T0ZE 








a Kall Cooked Up by Exper 


Jenkins Bros. also make mae 
mond Seal Friction and Rut 
Tapes which meet ASTM a 
Federal Specifications 


®@ Like skilled chefs, the tape experts in the Jenkins labora- 
tory check each step in the manufacturing process, to make 
sure Gold Seal measures up to every test of a top-grade tape. 

That’s why Gold Seal always has plenty of “tack” in the 
friction compound, plenty of strength in the base cloth — 
why it sticks and stays in any weather, hot or cold. 

And that’s why you never find a roll of Gold Seal Tape 
that is off standard... that ravels or peels or smears your 
hands or dries out. To reach you factory fresh, each roll is 
sealed in cellophane, then boxed. 


The roll that’s cooked up by experts will roll up more 
sales for you! Jenkins Bros. (Rubber Division) , 80 White 
Street, New York 13, N. Y. 


/ 
LY yf 


FRICTION and RUBBER TAPES 
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ake ieldsSTAR makes it easy 
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the new Wak 
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Design Pat. Pend. 


{ Zé, , : 
a, len 1. Easy to assemble +. pI, 4. Exclusive design 
RNA ZA y - nme 
\ We 4 ‘wa jp eth fit parts Gar\ “ hanger strap simplifies 





a 
SR og el Sg are completely inter- ca side to side adjustment 
i Ne 7 changeable. of stems for perfect 
A alignment. 
ri - 
eS 2. Easy to lock stem Ek 5. Easy to adjust stems 
NLA anywhere on channel $ ii 3 up and down to correct 
Gino en to avoid ceiling for slightly uneven 


¢ . 
' obstructions or meet 


\ ; 
Nae A \ ¢ existing outlets. 









ceilings. 





‘ 


into key slot. ; Ney 
hf ” =< 


\ 6.Easy tointerlock units 
me * \ \ for continuous runs. 
ay 3. Easy to hang... \ =. LSPS 
J. 2 * a2 * - Xs ty S [ oS . ’ a 
Ve stem slides readily ‘ liye Ss 2 
e ¢ ite ANS <. 


For full details write for Catalog 
No. 46. The F. W. Wakefield 


T Brass Co., Vermilion, Ohio. 
Oo 
Over-ALL— 
in lighting, 


in construction, 
LIGHTING EQUIPMENT FOR OFFICE, SCHOOL AND DRAFTING ROOM in ease of maintenance. 








— a a a pe : oe 1 —_— 


<< oS 


THE GENERAL THE GRENADIER * THE COMMODORE THE DIPLOMAT 





ESS 
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You Can Always 
Rely on RACO! 











e Electrical wholesalers and their salesmen the country 
over know that they ‘Can Always Rely on Raco.”’ They 
know that 34 years’ engineering experience backs up 
this quality line. 

Get acquainted today with Raco All-Steel Products. 
You, too, will find that it’s the dependable line, the uni- 





form line, the clean line—no ragged or rough edges; 
attractively finished and packed in cartons. 

Remember our slogan—it’s your assurance of a better 
line of steel switch and outlet boxes—a complete family 
of products that you and your salesmen can sell with 
pride and profit—today—tomorrow—and for many 
years ahead. 





ALL-STEEL EQUIPMENT, INC. 
300 Kensington Avenue 
Aurora, Illinois 


+ Many other types also available— a pox FOR EVERY NEED 














ALL-STEEL PRODUCTS [aR lnemn nLL2e 
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RA seHoe! 
PLANT OR A F 


br 4 fi 


YOU CAN OUTFIT 
THE ENTIRE JOB 
with KILLARK 


From the entrance head to the final motor outlet 
—the complete Killark Line offers the right fit- 
ting for every branch and outlet in the entire 
wiring job. 





































Oval, rectangular and round conduit bodies 
and fittings for threaded and thinwall conduit 
—with complete plates, receptacles and blanks. 


There’s the Killark Vaportight Line of fittings 
and lights for exteriors and installations in 
damp interiors. For wiring in hazardous loca- | 
tions, there’s Killark Explosion-proof fittings, 
switches and lighting fixtures. 


The Killark Line is really complete—you can out- 
fit the entire job right from the Killark Catalog. 





For REA wiring, Killark features the 
approved fittings to fit the entire farm 
job from the line pole to the last barn 
outlet—special bulletin available. 


Do you have the latest complete 
Killark Catalog? If not, send for it. 












Offices and Warehouses: Atlanta, Baltimore, Boston, Chicago, 
Denver, Los Angeles, Pittsburgh, San Francisco, Seattle and Syracuse Vandeventer & Easton Ave. 
Offices: Cincinnati, Cleveland, Dallas, Detroit, Kansas City, 

Minneapolis, New York, Philadelphia. SAINT LOUIS 13, MO. 





Electrical Wholesaler 





Advertising messages like this are appearing 


Dut. | : 
og. regularly in 
Factory Management & Maintenance 
| Modern Industry 
Mill & Factory 
a Purchasing 
= Electrical World 


Electrical Contracting 
Industrial Equipment News 
Electrical Equipment 


CHAMPION believes in and backs up local wholesaler 

distribution of quality Fluorescent and Incandescent They're easy to handle and to sell. No red tape, con- 
Lamps. tracts or restrictions. Outright sale to selected whole- 
CHAMPION makes it easy for you to get more lamp __salers only. Low production cost and overhead. 
business —sell accounts you couldn't sell before. They Nothing to hinder you from getting maximum volume 
have the quality that gets the steady repeat business. —_ and profit. 


You can make more money selling Champion Lamps 


CHAMPION LAMP WORKS 








Lynn, Massachusetts 


on a Ae Sheol, Mon Sol ol Evol G@noy Oe Sci 26 feb a Shaan © @ © ae alo) 
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Photogray 
poration wit! 


Furniture Mart 


(Above, right 
BRIGHT, «1 


lighting” and 


naires installed 


oY 


STTIRING 


Y 






Modern, fluorescent, lighting installations 
planned by ALL-BRIGHT to harmonize with the 
architectural design of display room interiors, 
to merchandise effectively and to provide effi- 


cient illumination for the entire area. 


—(Left)—The Riback Pharmacy with ALL-BRIGHT REC, fluorescent, I 


A 


7 ELECTRIC PRODUCTS COMPANY 


Manufacturers of Fluorescent Lighting Fixtures 


3917-25 North Kedzie Avenue 


Chicago 18, Illinois 
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ONFIDENCE IS BASED 


ON ASSURANCE OF 


QUALITY 





DEQUATE 
IRING 


Building Wires — Rubber Insulated 
Type R, RW, RH, and RL 


Building Wires — 
Rome Synthinol* Thermoplastic Insulated 
Type T and TW 


Machine Tool and Control Wire — 


Rome Synthinol* Thermoplastic Insulated 


Rome 60 — Neoprene Jacketed 
Cords—Type SO 
Mining Machine Cables 
Power Cables—Type W 
Welding Cables 


Flexible Cords — Rubber Jacketed 
Type S, SJ, SV, and POS} 


Flexible Cords — 
Rome Synthinol”* Thermoplastic Jacketed 
Type ST, SJT, SVT, POT, and SJRT 


Thermostat Cable — 
Rome Synthinol* Thermoplastic Insulated 


Service Entrance Cable —Type SE 
Style U (Unarmored) and Style A (Armored 
Service Drop Cable — Type SD 


Weatherproof Wire — Type URC 


CONFIDENCE in the quality of a product is the greatest factor in its 
sale. We at Rome Cable believe the unfailing high quality of our wires 
and cables has achieved a degree of confidence on which the whole- 
saler has built an unusually strong and close relationship with his 
customers. 


Quality Control and rigid adherence to inspection standards continue 
to guide our never-ceasing efforts to meet the requirements of the elec- 
trical trade. 





Rome Cable standards of workmanship are assured by a competent 


and well-trained inspection staff, working independently of the Sales 
ROMEY SAYS - . ; 
; ae ae and Production Departments. Its sole interest is to see that you are pro- 
“Rome Synthinol* building wires ‘ e i Saeed ; . . 
Type T and Type TW) have many vided with wires and cables that will justify your continued confidence. 
features you'll like. .. . Write for 


our new booklet, Cir. No. 101. It's 
yours for the asking.” 


* Trademark “ BAR TO FINISHED 


Registered gre ee ‘Re 


et 
“~n,, 
™~ 











MA 
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G-E thermoplastic building wire 


| 


Flamenol* rip cord 








G-E leaded building wire 
PVX nonmetallic cable 


BraidX* nonmetallic cable 


» ey a) 
— anmeees 


G-E service entrance cable 
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Buyers of wire and cable wiil be complimented when you 
say, ““You want G.E., of course?’ It tells them that you 
respect their buying judgment, and that you want them to 


get products that will give long-term satisfaction. 


Say G.E. the next time a customer asks for wire and 
cable. Tell him about the wide range offered by General 
Electric—from thermoplastic building wire to heavy port- 
able cords. Let him know that you have him sized up asa 
quality-conscious, performance-minded buyer who wants 


the best wire and cable for every job. 


He'll appreciate your interest, and will repay you with 


his confidence. 


*Trade-mark Reg. U. S. Pat. 
“ 


GENERAL @ ELECTRIC 
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Smithcraft, the Beauty Line, offers a full range of fluores- 
cent fixtures suited for every lighting need. Smartly 
styled designs are blended with unexcelled lighting 
performance and sturdy, practical construction that makes 


installation easy and keeps maintenance costs down. 








OFFICES 


Framed in light natural 
wood, finely lacquered 
ond waxed, Horizon 
harmonizes with panel- 
led office walls and 
smart shop __ interiors. 






There 
isa 
SL theul- 
to lit 
EVERY 
lighting 


need 


Probably the most beautiful 
V shaped unit yet designed, 
Vision has special diffused 
ribbed glass and decorative 
end panels. Its high light 
output and excellent shield- 
ing provide ideal illumina- 
tion for office work. 


STORES 


An all steel fixture, 
Standard offers simplic- STANDARD 
ity of design, rugged 
construction, and maxi- 
mum direct and _ indi- 
rect lighting. Specially 
appropriate for low 
ceilings. 





SHOWROOMS 


Because of its even 
quality of light, Skylite 
lives up to its name. 
Side glass shields, illu- 
minated end caps, shal- 
low hinged steel louver, 
give this fixture the 
qualities essential for 
moking displays attrac- 
tive. 


DRAFTING ROOMS — SCHOOLS 


Because of its highly 
efficient lighting output, 
plus the softness of its 
light, Dawn promotes 
the strainless, easy kind 
of vision so necessary 
for drafting room, 
school, and institution 
lighting. 


A complete line of 
LIGHTING Industrial and Commercial Fluorescents 
mt. if, Ctl. DIVISION Distributed exclusively 
Chelsea 50, Mass. 


through electrical wholesalers 


SKYLITE 
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HOLDENLINE CHAN’L-RUN 


TURNS ANOTHER PAGE PACKED WITH PROGRESS 


° 








of the turn of the year — HOLDENIline CHAN’L-RUN turns 
a new page—a page packed with progress. On it appears a com- 
pletely new picture df the future—a big new plant, tremendously — 
increased production facilities, a whole line of new products— j 
lighting fixtures that sell easily and stay sold! 

Added to the popular and profitable HOLDENIine CHAN’L- 
RUN industrial line, there'll be a progressive HOLDENIline 


Commercial (LC) Series, a whole family of fixtures designed to 





carry the same decorative motif throughout a complete lighting 
installation. Soon this new line will help you meet every light- 


ing problem, give you the right fixture with the right lighting 





intensity to do a completely related lighting job. 


HOLDENIline field men are at your service and new CHAN’L- 


RUN bulletins are available. 


Sold only through wholesalers <7 
HOLDENLINE COMPANY 


Pioneers tn Fluorescent 
2301 SCRANTON ROAD . CLEVELAND 13, OHIO 
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4 you need small or big conduit... raceways for hazardous locations or to resist 
corrosion .. . Central Rigid Steel Conduit will meet your requirements. 


Central Rigid Steel Conduit is made in a wide range of sizes from ¥% inch to 6 inches, 
in convenient 10 foot lengths. re) 


Two types are available: “Cenlaco” offers complete corrosion protection against weather 
and chemicals because the inside and outside surfaces have a hot dipped galvanized 
and lacquered finish. ‘Central Black’’ has a permanent baked-on black enameled finish 
that will not crack, chip or flake under the severest bending strains. And it will provide 
wiring with permanent protection against chemical corrosion. “V"here’ 


Both types of Central Rigid Steel Conduit meet all the National Electrical Code speci- 
fications for moisture, vapor and dust proof requirements in hazardous locations or J 
occupancies. Every length of Cenlaco and Central Black Conduit is inspected b “ ° 
Fee ee P y y Every Length 
Underwriters’ Laboratories and carries their label of approval. 
All pipe used for Central Rigid Steel Conduit is carefully selected. It must have good 
ductility, strength and accurate diameter. That's why you can easily cut, thread or 
bend Central Rigid Steel Conduit. These qualities assure safe, permanent installations 
and tight, trouble-free joints. 


Inside surfaces of Central 
Rigid Steel Conduit are in- 

spected with the aid of strong 

lights. That’s why you're assured that 
every length you receive has a 

smooth inside surface which permits 

wire to be easily inserted 
or withdrawn. 


There is a tremendous demand for Central Rigid Steel Conduit. Material shortages 
and other conditions have made it impossible at times to supply all of the conduit you 
need for your customers. But you can be sure that everything possible is being done to 
correct this situation. 
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___ ISMORE THAN AWORD! 


AST:: 


. Measuring 
Certified Ballast 
temperatures 
while ballast is 
operating in an 
actual fluores- 
cent fixture. 


Hot Box! Certified Ballasts are 
tested and checked against 
overheating. Test oven deter- 
mines temperature rise. 


Certified Ballasts 
are checked and 
rechecked ins 
actual service— 
an additional 
safeguard for 
high quality. 


. 4 ES, “CERTIFIED” on a ballast means “Certified” further means ballasts that are quiet 


that this ballast has been built to exact- —_—-in operation... protected against overheating 
ing specifications set up by lighting experts .and long lived. And they cost no more than 
that it has been tested, checked and any other ballasts! 
CERTIFIED by impartial Electrical Testing Write today for new booklet, “The Story of 


Laboratories, Inc. Certified Ballasts” 











a ns ee te he ORE TOE: remem: ANE RS NRE rey 8 


as oi Sasa 





Mee 


Certified Ballast tinenmes rs 


( 


Acme Electric Corporation General Electric Co. Sola Electric Co. 
Cuba, New York Specialty Transformer Division 2525 Clybourn Avenue 
Chicago Transformer Div. Fort Wayne, Ind. Chicago 14, Illinois 
Essex Wire Corporation Jefferson Electric Co. Starring and Company 
3501 Addison St., Chicago, Illinois Bellwood, Illinois Bridgeport, Conn. 


SD MEISE Dick cece no ll lilt i 


Wheeler Insulated Wire Co., 378 Washington Ave., Bridgeport, Conn. 
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on WIRING DEVICES 


Due to shortages, people will accept most 
any product today, but they still prefer prod- 
ucts of known quality. So they grab at IDEAL 
Products because of their reputation, their 
unbeatable quality and their extensive, 
persistent advertising campaign for over 
30 years. 





IMMEDIATE SHIPMENT ON THESE PRODUCTS 


B-X ARMOR CUTTER 
CABLE RIPPERS 


FUSE CLIP CLAMPS 
SCREW-TITE LUGS 


SOLDER LUGS FISH TAPE, REELS 
FUSE PULLERS AND PULLERS 


“E-Z'’ WIRE STRIPPERS “AUTOMATIC” 
AND “STANDARD” MODELS 











1047 PARK AVENUE -« 


USE THE new IDEAL “E-Z" WIRE STRIPPER, Uni- 
versal Model (illustrated above) AS A LEADER. 
It strips the whole range of solid or stranded 
wires from 22 to 10 gauge A. W.G. Pocket 
size, cuts and strips wires in one operation. 


How Our Jobber Policy Backs Wholesalers 


1. All our advertisements and Direct Mail 
display the statement shown below. 


2. Inquiries received at our General and 
Branch offices and orders sent direct to 
IDEAL are referred to Wholesalers. 


3. Over 200 Service Engineers are available 
to assist you in opening and closing sales. 


4. Envelope stuffers, bulletins, and many 
other sales helps are available to you. 


Distributed Through 
( AMERICA’S LEADING 


WHOLESALERS 





SYCAMORE, ILLINOIS 
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Designed to fit the most modern 
bathroom, this fixture provides effi- 
cient mirror illumination with 
minimum eye glare. A reflecting 
shield directs all illumination to 
where it is needed. 

MODEL 115CB1-RS: 1 — 15 Watt 
Chrome Bracket with Re- 
flective Shield and Switch. 
MODEL 115CB1-RS-CO: 1 — 15 
Watt Chrome Bracket with 
Reflective Shield, Switch 
and Convenience Outlet. 











For soft, shadowless 
illumination, this fixture is recommended for 
better vision. Corning Alba-Lite glass panels 
efficiently diffuse the fluorescent light. Mount 
these units either individually or in long con- 
tinuous rows... recessed in the ceiling. 
MODEL 240CR: Two 40-Watt Commercial 

Recess Fixture. 6%” recess depth. 
MODEL 340CR: Three 40-Watt Commercial 
Recess Fixture. 6%” recess depth. 


FOR FLUORESCENT SATISFACTION, Seely Crescent 


_ CRESCENT METAL PRODUCTS 


combining accurate engineering and careful 


. Crescent Fixtures are simple and 


Low-cost fixture combines mod- 
ern, stream-line design with long 
operating service. Designed by il- 
luminating engineers to meet the 
exacting requirements of today’s 
home builders. 


MODEL 115CB1: 1 — 15 Watt 
Chrome Bracket with 
Switch. 

MODEL 115CB1-CO: 1 — 15 Watt 
Chrome Bracket with 
Switch and Convenience 


Outlet. 











Diffusing, glass-side shields 
combined with the hinged “egg-crate” louver 
assure adequate eye shielding. Dirt and dust 
cannot collect in the bottom of the fixture. 
MODEL 440CL-P: Pendant mounted, 440- 
Watt Commercial Louvered Fixture. 
MODEL 440CL-F: Flush mounted, 440-Watt 
Commercial Louvered Fixture. 
Can be used as individual units or in continu- 
Ous runs. 





Auorescent Lighting —Frctures 


4 ee es eee 
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18901 ST. CLAIR AVENUE ° CLEVELAND 10, OHIO 





MEAN BETTER FLUORESCENT LIGHTING 


Trim, compact, streamlined... 
designing with excellent workmanship . . 
economical to install. On the job, only connections to the electrical circuit are 
necessary. Every Crescent Fixture is smart, gives the most efficient lighting and 
assures the longest operating service. 
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THE MASTERCRAFT 


GUARANTEE 


All parts and accessories 
used in Mastercraft fixtures 
are designed by our research 
engineers and manufactured 
in ovr own plont under ao 


rigid system of quality con-. 


trols. This policy is the guar 


antee of high quolity and 


prompt delivery that has re- 
sulted in a steady trend to 


Mastercraft through the years. - 





Wave el 


GLEAMING WHITE ENAMEL 
WITH ETCHED GLASS ENDS... 


“a 


.-- EQUIPPED WITH 
POSITIVE LOCKING LAMPHOLDERS 
ARRANGED FOR 3-20 WATT LAMPS 






Another “must” for wholesalers and jobbers fea- 
turing fluorescent lighting. The Cinderella, like 
all Mastercraft products finished in enamel, fea- 
tures an exclusive long-life finish. It cannot dis- 
color or turn yellow and will not chip or crack 
even if dented. 








Complete your stock with this new Mastercraft 
beauty. It’s a natural best seller in today’s big 
market. Write for selling prices and discounts on 
the entire Mastercraft lines—today! 


- Vlasterevatt 











WALL BRACKET. Finished 


in gleaming chrome. ideo 
ALECTRIC COMPANY cen gad 
sional lighting inhomes and 


181 BRUCE STREET, NEWARK 3, NEW JERSEY commercial establishments 
Export Division: 50 Broad St., NewYork 4,N.Y: 
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This is our neck sticking out 


BUT... 


we have been making reasonably 
rompt delivery on these two 
HAZARD Products. We expect to 

continue, because less critical 
materials are required for 

their manufacture. 


HAZACORD 
Portable Cords and Cables 





Tough ... flexible .. . long lived because from the smallest size to the 
largest, they are all pressured-cured in continuous metal molds — a 
Hazard process that provides maximum jacket density... extra sur- 
face smoothness... more all around resistance to mechanical damage. 
All Hazacords are now made with a Hazaprene Jacket for protection 
against oil, grease, sunlight, water, chemicals, etc... . ample flexibility 
is provided by numerous copper wires skillfully stranded to form 
the conductors. 


HAZARD ARMORTITE 
Non-Metallic Sheathed Underground Cable 


For power and lighting, building entrances, airport lighting, power runs 
between buildings — Armortite gives you the advantages of an under- 
ground installation yet saves time and money because it requires no con- 
duit. All the necessary protection for direct burial is built into Armor- 
tite itself. Its submarine-type insulation successfully withstands water, 
acids and alkalies. The tough outer sheath of plastic sealing compound, 
asphalted jute coverings and non-metallic armor tape provides full 
protection against mechanical damage. As it has no lead sheath or steel 
armor, Armortite is light in weight, quick and easy to install. Hazard 
Insulated Wire Works, Division of The Okonite Company, Wilkes-Barre, 
Pennsylvania. 


LLWVUN GL td insulated wires a cables 


for every electrical use 
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THERMAG 


AUTOMATIC 
CIRCUIT BREAKER 
PANELBOARD 


There is no need to worry about short circuits... 
dangerous overloads... burned out equipment... and 
ofer similar costly and irritating service interruptions 
... . with @ Thermag Automatic Circuit Breaker 
Patnelboards. 


«Built from standard units and enclosed in attractive 
easy-to-install steel cabinets, these modern Under- 
writers’ Laboratory-approved Panelboards are ideal 
for schools, commercial and industrial installations. 


The heart of these modern and efficient panelboards 
is the ( Thermag (Thermal-Magnetic) Circuit Breaker 
which insures positive circuit protection by combining 
two important functions in one working unit...a 
thermal action that ignores harmless overloads and 
temporary surges of current, plus a magnetic action 
that instantaneously interrupts current at the first 


sign of short circuit or dangerous overload. 


POSITION / 


(After Removing Cause of Trouble) 


TO RESTORE SERVICE 
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.-- gives you 

FASTER 

MORE POSITIVE 
CIRCUIT PROTECTION 





Easy to operate, requiring only the “flip of the 
handle” to restore service ...when the trouble is 
eliminated ... panelboards with ( Thermag Auto- 
matic Circuit Breakers are today’s answer to tomorrow’s 
service problem. So insist that your next panelboard be 
an @ Thermag Automatic Circuit Breaker type. 


@ Thermag Circuit Breaker Panelboards are avail- 
able in standard and narrow column types, also dust- 
tight and vapor-proof construction panelboards. The 
type AC Thermag Circuit Breakers are furnished in 
15, 20, 25, 35, and 50 amp. capacities for 120 volts AC 

-single or double pole. Panelboard assemblies have 4 
to 42 branch circuits with 115-230 volt, 3-wire, or 
120-208 volt, 4-wire solid neutral mains. 


For more complete information regarding specifica- 
tions and costs, write for Bulletin No. 67. 


e BUSDUCT 

e PANELBOARDS 

¢ SWITCHBOARDS 

e QUIKHETER 

e SERVICE EQUIPMENT 


— EST. | ) 1891 
THE SIGH OFA BETTER JOB \\ 


Prank Adam 


PANELBOARDS 


\ FRANK ADAM ELECTRIC CO. / 
‘ \ ST.LOUIS, MO. U.S. A_/gumm 
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During the years that all our facilities were devoted 
to producing transformers for war-time needs, we 
planned for a postwar era of production that would 
allow us, not only to fill all “frozen” back orders— 
but provide prompt delivery on new orders. 


We were led to believe that orders for components 
placed with our suppliers would be filled within rea- 
sonable time and in ample quantities. Our optimism 
has been deflated. Here’s what's happened. The 
construction of a transformer requires 20 important 
parts before it can be shipped. The failure of any 
one of our supphiers to fulfill their promise of delivery 
affects our entire production. 


Obviously, we can’t go into the steel business—from 
mine to finished sheets. Nor could we set up our 


ACME ELECTRIC CORPORATION 
Cuba, N. Y. 


67 Water Street 
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own source of supply for wire—thru mining, refin- 
ing, drawing. The same principle holds true as to 
the source of other supplies. 


But, we are doing everything within our power to 
secure our fair share of our suppliers’ production 
and to expedite delivery to us, processing, and ship- 
ment to you. We are positive that our actual ship- 
ments are no worse than the industry average—even 
though orders for Acme transformers have greatly 
increased—as a result of Acme’s maintained qual- 
ity control. 


So, please remember if you don't receive shipments 
of Acme Electric transformers exactly as promised it 
may be due to failure to receive one or more of the 
following components: 


Acme Electric manufactures Luminous Tube Transformers—Fluorescent 
Lamp Ballasts — Cold Cathode Lighting Transformers and Ballasts 
— Mercury Vapor Lighting Transformers — Radio and Television 
Transformers — Electronic Transformers — Door Bell, Chime and 
Signalling Transformers — Safety Transformers — Voltage Regulating 
Transformers—Step Down Transformers—Control Transformers—Warp- 
stop Transformers — Capacitor Transformers for Power Factor Correc- 
tion — Air Cooled Power Transformers — Rectifiers. 


IN CANADA, Acme Electric & Manufacturing Co. of Canada Ltd. 
1434 St. Catherine St., W., Montreal 25, Que. 
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Work with Wiremold goes faster because one 
cut takes care of both cover and base and the 
raceway goes up in one piece. With every elbow 
and fitting a pull-box, wires are easily fished. 
Quick, positive slip joints and snap-on fitting 
covers all contribute to fast, accurate work 
without special tools of any kind. 

Even on typical industrial type ceilings and walls 
with many beams and pillars, Wiremold fittings 
eliminate all makeshift bending, provide a clean, 


good-looking finished job. 






The Wiremold Holecutting Tool 
which adapts all standard canopies to 
Wiremold raceway is available on 


loan. Write for details. 


rece 


OE 





the WIREMOLD 


WAY...is your logical answer to today’s urgent 


Surface Raceway Wiring... 


need for wiring ADEQUACY... easy to install... 
strong and safe...rated “tops” in performance 
for more than a quarter century. 


Write us at once if you do not have a WIREMOLD 
WIRING GUIDE. A new One is in course 
of preparation. 


THE WIREMOLD COMPANY 
HARTFORD 10, CONN. 


..++ MORE tHan avequate wirinc 


FROM PANEL BOX TO OUTLETS 
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» ++ BUT WHAT A DIFFERENCE TO YOU! 


Dramatizing ‘Borderline Vision’ 
in 16 key industrial, electrical 
and textile magazines. 






“Borderline Vision” — lighting that’s just 
a shade sub-standard — is stealing produe- 
tion time in plants in your area. And just that shade of 
difference between good and not-quite-good-enough lighting ean 
make a big difference to you, because Wheeler’s “Borderline 
Vision” advertising campaign is finding and making new light- 7. 
ing prospects for every electrical wholesaler who carries the 

W heeler line. Keep track of the Wheeler ads. They're pay ing off. 

Wheeler Reflector Company, 275 Congress Street, Boston 

10, Massachusetts. 

Distributed Exclusively Through Electrical Wholesalers 


luhecler Hifleciors 


SKILLED LIGHTING 


MADE BY SPECIALISTS IN LIGHTING EQUIPMENT SINCE 1881 
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Type FLB Explosion-Proof 
Circuit Breaker Condulet 
protecting the main lighting 
feeder 


Type EYS Sealing Condulet 


Type ECD Breather Valve and 
Type ECD Drain (shown at bottom 
of panelboard) ventilate and drain 

the main wiring compartment 


Type UNY Explosion-Proof 
Union 


Type GUAB Explosion-Proof 
Junction Condulet 


Type EDP Explosion-Proof 
12-Circuit Lighting Panelboard 


Type ECD Drain 





Locations where flammable atmospheres are likely to be present 
are designated as hazardous by the National Electrical Code. The 
Code requires explosion-proof electrical installations in such locations. 
Crouse-Hinds Company manufactures hundreds of explosion-proof 
CONDULETS, lighting fixtures, plug receptacles, and other equipment 
that affords maximum safety by preventing explosion and fire. 


They are described in Crouse-Hinds Condulet Catalog 2509. 
Write for a copy. 


CROUSE-HINDS COMPANY 
Syracuse 1, N. Y., U.S.A. 





Offices: Birmingham — Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit — Houston — Kansas City — Los Angeles — Milwaukee — Minneapolis — New York 
Philadelphia Pittsburgh Portland, Ore San Francisco — Seattle — St. Louis — Washington. Resident Sales Engineers: Albany Atlanta Charlotte Indianapolis New Orleans 
CROUSE-HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO, ONT. 

. "# ale si oe apsrory Are ve « er x “TT ae eee '1T LIGHTING ° F y GO 
"ts, . i 3 a : . Ld a < Fr og Tae. & ss 
y > 3p . ee Sodan: Cae as A eet , eae. —— AT TEP - bee! ‘Ss PGS Ee 
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63” Base 
Height 19” 
Shpg. Wt. 13 Ibs. 
153” Steel Shade 
Design patented 
Enamel Reflector 
Instant starting switch in arm 
Genuine “Old English” plated finish 
Packed individually with Circline tube &. Tee 
Genuine Gj, E, electrical parts thruout lamp Ne B 













2@ Foor cawort 
? 
SF fo0or cant 


FO roo, canolt 


Write for Complete Details 
MANUFACTURED BY 


LAKE SPECIALTY CO. 


711 WEST LAKE STREET 
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THESE Outlets serve special purposes in addition to 
those served by ordinary receptacle types. Their 
extra-utility has durable basis in right design, rugged 
parts, reliable workmanship. 


No. 7707,— Clock Hanger Outlet: Provides electrical connec- 
tion and mechanical support for clock. No. 7792, — Weather- 
proof Receptacle with cadmium-finished brass plate, metal cap 
and weather-tight rubber mat. No. 7797,— Floor Outlet, with 
2 threaded brass covers; one to shield plug cap and one to 
close outlet when not in use. No. 7750,— Fan Hanger Outlet: 
Provides mechanical support for fan, with electrical connec- 
tion. No. 1914, — Duplex 2-circuit Receptacle; one circuit 
always “ON” for appliances, the other to be switch-controlled 
DISTRIBUTED THROUGH ELECTRICAL WHOLESALERS s for tamp circuit. 


Ask for complete catalog listings of the types here shown as 


A R R 0 a . L E C T - | C 1] | y | § | 0 N representative, as well as standard outlets and switches. 


HE ARROW-HART & HEGEMAN ELECTRIC COMPANY, HARTFORD, CONN..U. S.A. 
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Today—And 1947 Standing at the threshold to 
the year 1947 we must record a strange, but understand- 
able absence of any desire to review or even comment here 
on the record of its predecessor—the year 1946. Instead 
we feel impelled to go along with the philosophy of the 
poet who wrote, “Life lives today—Dead is the yesterday, 
And but a phantom the unborn tomorrow.” 

Today we can face the new year not merely with the 
hope that it will mark a period of great prosperity—but 
with the knowledge that some of the most formidable 
obstacles to the realization of that prosperity have been 
removed. 

Today we know that government controls on prices 
will not in the new year impede the free operation of the 
law of supply and demand as they did in the old. Today 
we know that American industry needs no longer fear 
the threat of having war-born authority over normal 
business procedures and production converted by trickery 
into peace-time dictatorial powers. Today we know that 
the labor leaders, who were responsible for many of the 
troubles of the old year are entering the new with their 
ambitions sobered by the realization that the people of 
this country, by overwhelming vote, have declared them- 
selves in favor of a Government by Law — not by men, 
and that a new Congress may be expected to act upon 
that verdict. 

Thus the basic causes for the disappointments of 1946 
now have been corrected and Americans everywhere and 
our business community in particular have every right to 
expect in the new year, 1947, realization of those hopes 
and ambitions that the old year failed to fulfill. 

And — what about the Electrical Industry ? 

Electrical Manufacturing 

It is safe to say that when production figures for the 
period July 1946 to July 1947 can be studied, new 
peace-time production records will emerge for practically 
all classes of electrical materials, However a large part 
of the record output is being achieved at terrifically high 
cost. Labor has been much less efficient despite the sub- 
stantially higher wages which it is receiving. Scarcities 
of certain raw materials have forced the use of substitutes 
which not only cost more money but their use often 
involved costly changes in processes, new tools and dies, 
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often new machinery. Those high costs it was impossible 
to offset by getting correspondingly higher selling prices, 
until the OPA price controls were eliminated. Today 
buyers of electrical products are facing price increases 
that are and will continue to vary in percentage with the 
product involved. 

Paradoxically, the highest percentage increases are 
coming in products that involve small units because there 
the inefficiency of the present excessively high labor cost 
scores its greatest impact on prices. When larger units 
are processed, labor costs are less seriously out of line. 
Percentage-wise price-increases may be expected to range 
all the way from 10 percent up to 100 percent or more. 

It should be noted here that electrical manufac- 
turers all along the line appear to be deeply con- 
scious not merely of the need for holding their 
prices to reasonable and competitive levels but 
that they must hold them down far enough so as 
to not price themselves “out of the market.” 


Inventories 


Despite the fact that all available figures point to 
exceptionally high inventories at manufacturer and whole- 
saler levels, the components of those inventories are so 
tragically out of balance with demand that they show a 
dangerously low rate of turnover and in tying up large 
sums this creates new financing problems in many quarters. 

That lack of balance is reflected at the manufacturers 
level in various ways. In some plants thousands of appli- 
ance units are ready to ship with hundreds of thousands 
of dollars tied up until the motors arrive. (Today’s 
backlog of orders for fractional horsepower motors is re- 
ported to be 39,000,000 units compared with 10,000,000 
just 13 months ago). Shortages of small components are 
playing havoc all along the line, holding up many ship- 
ments of big and large units, from switches to electric 
cranes. 

In the wholesalers’ warehouses the unbalance of in- 
ventories continues equally critical, with assortments of 
types and sizes so incomplete that comparatively few 
orders can be filled “complete.” Most needed items sel- 
dom see the warehouse floors because immediately upon 

(Continued on page 59) 
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THE POPULAR Westinghouse 


IT’S METAL! Light in weight and sturdily constructed. 
IT’S AN EYE-CATCHER! Colorfully finished in orange and blue. 
IT’S A SPACE-SAVER! 46 inches long, 18 inches high, 7% inches 


wide, it’s ideal where counter space is limited. 


IT’S A COMPLETE SELLING UNIT! it displays 38 lamps in 


the popular, 15-, 20-, and 40-watt sizes and comes equipped with 
price tickets. 


IT’S PRICED RIGHT! only $2 each. Immediate delivery out of 
stock now on hand. 


Westinghouse 


LAMPS FOR SHER -ABILITY 
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FLUORESCENT LAMP MERCHANDISER 


It displays... it reminds... it SELLS. This famous 





Westinghouse merchandiser will help you get a larger 
volume of high-profit fluorescent lamp sales. Its effec- 
tiveness has been proved by a year’s selling experience 
in stores all over the country. Use the coupon below and 
send for the new Westinghouse Fluorescent Lamp mer- 


chandiser today. 


UR ORDER Westinghouse Electric Corp. 
GET yO Lamp Division, Bloomfield, N. J. 


Date 


IN TODAY: ee Please ship me at once the Westinghouse Fluorescent Lamp merchandiser at 





the price of $2. 
Name____ 
Firm eee = 

Immediate delivery from Address - deteeniiitaies teenie 





City 











stock now on hand. 


EW-12 
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Proven under the most severe conditions— 
it’s the outstanding wire for your normal needs 

















*Reg. U.S. Pat. Off. 


REMARKABLE DURABILITY —A syn- 


thetic insulating compound of ex- 


tremely dense formation. Smooth, pol- 
ished finish. 
HIGH RESISTANCE—To moisture, 


acids, alkalis, chemicals; mineral, ani- 
mal and vegetable oils. 
FLAMEPROOF_—Will not ignite, burn 
or support combustion. 
UNUSUALLY PLIANT—Has no 
“spring”; retains any bend. 


TENSILE STRENGTH AND ELONGA- 
TION — Similar to values found in rub- 
ber compounds. 


AN pA 

















SUPER-AGING — Superior to any rub- 
ber compound in resisting ozone, oxy- 
gen and sunlight. 


DIELECTRIC STRENGTH-—Superior to 
that of usual grades of rubber insula- 
tion. Good resistance; low specific in- 
ductive capacity. 


MORE CIRCUITS PER CONDUIT— 
For new installations, extensions and 
maintenance. 


ABRASION, TEARING, BENDING, 
FLEXING — Resistance in keening with 
other qualities. 


TYPE 
T& TW 
BUILDING 
WIRE 


STRIPS EASILY—Leaves bright con- 
ductor. 


EASY IDENTIFICATION-—Conven- 
iently marked. 


Wherever single or multiple control 
cables are open to severe conditions, 
Densheath also gets the call—for exam- 
ple, in wiring machine tools, equip- 
ment in acid treating plants, chemical 
plants. Can be had in a range of colors. 
Anaconda Wire & Cable Company, 
Subsidiary of Anaconda Copper Min- 
ing Company, 25 Broadway, New York 
4, N.Y. Sales Offices in Principal Cities. 


8403 


ANACONDA WIRE & CABLE COMPANY 
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(Continued from page 55) 


receipt they are moved from receiving room to shipping 
room where they are carefully allocated to give as many 
customers as possible at least “something to work on.” 


Pyramiding 


In some lines, where the flow of finished products has 
begun to catch up with demand, manufacturers are find- 
ing themselves at the receiving end of many cancellations 
of orders, obviously due to the fact that some other maker 
of similar products was able to ship what represented 
the true needs of buyers who had “pyramided.” 

This deplorable practice generally is the byproduct of 
a period of scarcity and unfortunately manufacturers have 
no defense against it other than careful scrutiny of 
incoming orders and weeding out those that originate in 
doubtful quarters. In a few product groups production 
schedules are even now being pared down because the 
backlog “‘ain’t what it used to be.”’ 


Sales Outlook 


The inherent strength of the market for almost all 
types of electrical products continues practically un- 
impaired. 

Industrial buying of electrical products may be expected 
to run at high levels because replacements, repairs, exten- 
sions, installations of new equipment, new tools and new 
processes must continue for some time to enable American 
industry to produce the large volume of all types of goods 
that still are needed. 

Construction records show that permits issued have 
been running far behind totals of projects that actually 
were ready to be started but had to be held up, due to 
CPA restrictions. In fact, an amazing number of projects 
for new factories, commercial buildings, warehouses, large 
extensions are held up right now. 

Ilousing production for 1946 has hardly made a dent 
on existing needs, despite the desperate efforts of CPA to 
channel most of available building materials into use for 
housing. 

Year-end figures probably will show that less than 
300,000 units of the 1,200,000-unit target for 1946 were 
finished. The 1,500,000-unit target for 1947 probably 
will be pared down to 800,000 or 900,000. 

Thus the need for electrical wiring materials of all 
kinds used in home construction in 1947 will run double 
to treble the quantities that were delivered in 1946, 

Appliances may in 1947 conceivably establish a new 
high record for dollar sales volume, although certain 
influences could alter the outlook in this field materially. 

Overpopulation of manufacturers is threatening the 
stability of the market in several branches of the appliance 
and radio fields which new manufacturers have entered, 
because these seemed to hold a ready and profitable oppor- 
tunity for putting war-born plants to work or capitalizing 
war-born know-how. 

Overnrruduction—partially the result of overpopulation 
—is becoming evident in electric irons, broilers, cleaners, 
table radios, for these items no longer move off the re- 
tailer’s shelves as fast as received, and this condition may 
spread to other lines. 

Overpricing—partially justified perhaps by high labor 
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and materials costs—may adversely affect sales of certain 
major appliances, when the retail prices on a given product 
begin to exceed what a price-conscious public considers it 
to be worth. 


Intensive Sales Building Programs 


It is safe to say, that never before in its history has the 
electrical industry entered a new year with so many 
constructive sales programs scheduled or under way, as 
can be recorded for 1947. 

Through the cooperative efforts of the organizations 
that represent the manufacturers, the utilities and the 
wholesalers, carefully prepared and expertly directed 
programs will promote better selling all along the line 
as well as build public acceptance and willingness to buy. 

Electrical manufacturers individually and collectively 
have literally spent millions of dollars to prepare and 
equip retailers of electrical products for doing a more 
intelligent and effective sales job at the point of contact 
with the consumer. 

Electrical utility companies have built up trained staffs 
of sales engineers, salesmen and sales women, to promote 
the wider use of current through the sale of current- 
consuming devices. 

Electrical wholesalers and distributors have expanded 
their facilities and put their sales staffs through special 
training courses to enable them to tie in effectively with 
all the advertising and other sales-promotional activities 
that are scheduled ahead. 

It is entirely safe to state, that the sales and distribu- 
ting channels of the entire electrical industry are better 
equipped than ever before to clear through to the final 
user a record-breaking volume of business during 1947, 


In This Issue we present wholesalers and their sales- 
men with a catalog of New Products that may well serve 
as the springboard for building in 1947 more sales than 
ever before, Promoting new and novel products is the 
quickest and surest way of gaining a buyer’s interest and 
inevitably leads to selling more and more of the old 
stand-by staple lines. 

Lateness in arrival of details and photos made it 
impossible to publish in this issue all the new product 
items that were submitted. These will appear in our 
January 1947 issue as a supplement to the December 
Catalog Section. 

A Happy and Prosperous New Year to You! 


EDITOR 
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DISTRIBUTOR 


I PREFER MITCHELL Com- 
mercial Lighting because it’s 
easier to sell. Both contractors 
and users recognize and demand 
MITCHELL quality and appear- 
ance. Customer satisfaction is 
assured, and my reputation is 
protected. That's why my Light- 
ing Department concentrates on 
MITCHELL, the complete line 
that fills every commercial need. 








DELUXE LOUVERED 
Model No. 3011 





SHIELDED UNIT 
Model No. 3004 oS 
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DELUXE SHIELDED 
Model No. 3007 








CONTRACTOR 


| PREFER MITCHELL Com- 
mercial Luminaires because 
they're easier to install and 
maintain—accepted absolutely 
by my customers as top-quality 
li heng units. I've had plenty 

of cequsienee with commercial 
lighting installations, and I'll 
stay with MITCHELL, the line 
that builds acceptance for my 
skill and service. 
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preferred 





USER 


I PREFER MITCHELL Light- 
ing because I know I'm getting 
carefully planned quality illu- 
mination to fit my needs. I like 
the combination of functional 
efficiency and modern beauty of 
design. MITCHELL Commer- 
cial Luminaires are a genuine 
asset to my business. I play safe 
—I buy from the house that 
sells MITCHELL. 


preferred 
COMMERCIAL 


LUMINAIRES 





Mitchell Manufacturing Company 
2525 CLYBOURN AVENUE, CHICAGO 14, ILLINOIS 
Far West: Complete Modern Plant and Sales Office at Los Angeles 











able Floor and 


Serves the Entire Pacific Coast Area 


1019 NORTH MADISON AVENUE, LOS ANGELES 27, CALIFORNIA 





Makers of Commercial and Industrial Fluorescent , Tr Equipment 
Lamps « Port- 


Store Window Were toes bed lenee ont Unrartatet and Intrared 


Health Lamps « Residential “— ing Specialties . . . Rad-i-Air Germi- 
cidal Units (made by Tru-Air Ut Angeles.) 


raviolet Products Co., Los 
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THE LABOR CRISIS 


..- Absolute power corrupts absolutely” 





HE NEW CONGRESS is going to overhaul 

the federal laws governing organized labor. 

If the election returns left any doubt about 
that, John L. Lewis has removed it by torturing 
the nation with its second soft coal strike in six 
months. 

If, however, the overhauling is to get at the roots 
of our labor troubles, it must go further and deeper 
than most of the proposals would go. Indeed, it 
must not stop until it has dealt decisively with that 
most basic cause of devastating trouble —the en- 
trenched monopolistic power of enormous interna- 
tional unions, now concentrated in a handful of 
union leaders. Industry-wide collective bargaining 
is one outgrowth of this power. 


“Power tends to corrupt, and absolute power cor- 
rupts absolutely.” That great truth, phrased by the 
historian Acton, is as true of labor leaders as it is of 
business leaders, princes or potentates. It is also true 
that John L. Lewis and some of his fellow labor 
leaders now wield what approaches absolute power 
in their respective domains. Failure to recognize 
these facts and act on them can make a tragic mock- 
ery of the present opportunity to restore good sense 
and good order to our labor relations and our na- 
tional life. 

To realize this opportunity the labor monopoly 
must be made a major target. 

In the minds of many people, particularly in the 
business community, the root cause of our labor 
troubles is to be found in the National Labor Rela- 
tions Act, commonly called the Wagner Act. They 
feel that if they could get rid of the one-sided 
handling of a number of key labor problems pro- 
vided by that act and its administrators, we would 
have the legislative part of the problem of creating 
good labor relations pretty well solved. 

To be sure, there is occasion, long overdue, to 
balance up the lopsided treatment of labor rela- 
tions by the Wagner Act and those who apply it. 
It has been so interpreted and applied as to deny 
free speech to employers. On occasion it has ex- 
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tended the special protection of the federal govern- 
ment to workers striking to force employers to break 
the law. It has done the same for workers striking 
to force the federal government to change its policy 
the way the strikers want it changed. 

The Wagner Act has required employers to bar- 
gain with unions, but imposed no companion obliga- 
tion upon unions to bargain with employers. It has 
given protection to workers who have broken their 
agreement by striking. It has been applied so as to 
break orderly lines of management by encouraging 
and giving special protection to union organization 
of foremen who, to do their work efficiently, must 
represent management. Abuses such as these should 
be cleaned up, and soon. 


Monopoly is the Target 

But if perfection were attained in eliminating all of 
the abuses stemming from the Wagner Act, numer- 
ous and grievous as they are, the basic problem 
of establishing the legislative foundations of sane 
and safe labor relations in the United States would 
by no means be solved. John L. Lewis and his fel- 
low labor dictators would, no doubt, be annoyed, 
but their power would not be seriously impaired. 
That power is derived from monopoly control of 
labor. Just as in the case with any other kind of 
monopoly power, it will only be made subservient 
to the public interest by attacking it at the source 
and smashing it. 

The way to do that is to apply the anti-monopoly 
laws to monopolies in the field of labor just as they 
are applied to business and industrial monopolies. 
At the same time more vitality should be pumped 
into these laws all along the line. 

When our basic anti-monopoly law, the Sherman 
Antitrust Act, was passed in 1890, it was designed 
to apply to economic monopolies of all kinds, and 
was so held by the courts. Organized labor sought 
exemption from this law, largely on the ground that 
its bargaining power was weak, as compared with 
that of industrial corporations. In recent decisions, 
a majority of the United States Supreme Court 


61 






































Commercial - 
Industrial - Strip 
Show Window - 
Kitchen 






Model 1445H 
Equal spaced lamps 
give even light distribution 





= 


SS , 
Model A404H- +. yy, 
Hinged end plates > F 
for easy relamping A 
WILLIAMS Commercial and Industrial Fluorescent Fixtures are 
designed to meet most exacting demands. They are built to 
, accommodate two, three, and four forty-watt lamps and 
! utilize the latest approved electrical components and high 
ee) power factor ballasts. All models can be connected in con- 
— tinuous rows and are designed to be pendent or flush mounted. 
Model VB403 @ Williams U.R.C. Type Fixtures can be supplied with either 
Can be adjusted vibbed glass or steel egg crate louver bottom shields, Hinged 
to any angle glass side panels swing safely out of the way to facilitate 


maintenance. 


@ Williams Commercial Fixtures are smartly styled to blend 
with any interior and feature embossed end plates hinged to 
allow easy relamping. 


@ Williams Industrial Fixtures are exceptionally sturdy 
DISTRIBUTED due to their unique bridge type bracing. The Industrial 
ail — Models are equipped with Williams Lampholders made of 

laminated bakelite which practically eliminate lampholder 
breakage in shipment or use. 


-H. E. WILLIAMS PRODUCTS CO. 






CARTHAGE, MISSOURI, U. S. A. 
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justices have held that, when combined with the 
Clayton Act of 1914, the Norris-La Guardia Act of 
1932 gives organized labor virtually complete ex- 
emption from the antitrust laws. 

In the meantime, the relative weakness in bar- 
gaining power which was made the occasion for 
exempting organized labor from the antitrust laws 
has become a myth. In soft coal, John L. Lewis is 
the monopolist. Through his United Mine Workers 
he controls about 90% of the miners. No one of the 
thousand or more highly competitive companies en- 
gaged in soft coal mining controls more than about 

% of the output. 

In steel the monopoly control is that of Philip 
Murray’s United Steel Workers whose organiza- 
tion represents well over 80% of the production 
workers in that industry. United States Steel, the 
corporate “giant,” controls only about one-third of 
the steel making capacity. In automobiles the United 
Automobile Workers represent about 90‘% of the 
production workers. A year ago the union’s officers 
flaunted their monopoly power by announcing plans 
to pick off one automobile manufacturer after an- 
other by a series of centrally controlled strikes. 


Industry-Wide Bargaining 


Confronted by the rise of government-fostered 
monopoly power in the hands of organized labor, 
employers in some industries have sought to match 
it by joining together for collective bargaining on 
a more or less industry-wide basis. In other indus- 
tries, notably steel, the federal government, through 
the War Labor Board, took the lead in forcing a 
pattern of industry-wide bargaining. Bedevilled by 
a myriad of cases, the Board thus sought to settle 
scores of them in the steel industry by one action. 

It is easy to understand how an employer, con- 
fronted by an industry-wide monopoly of labor, 
would be tempted to join with his fellow employers 
in an industry-wide bargaining group. In that way 
he might see a chance to establish something like 
equality in bargaining power. 

However, if the employers’ bargaining group were 
as effective as the union in creating a monopoly 
set-up, it would merely confront one monopoly with 
another. That, in turn, would heighten the chances 
of having either a devastating head-on collision as 
a result of failure to agree, or having the two mo- 
nopolies reach an agreement at the expense of the 
consuming public. 

Actually, however, the chances that employers 
can create an industry-wide bargaining group as 


tight as that created on the side of labor by union 
organization are virtually zero. For if a group of 
employers were to agree to shut down in unison 
or take other united steps to balance the bargaining 
power created by the threat of a monopolistic union 
to strike, they would unquestionably find them- 
selves on the receiving end of an indictment for 
violation of the federal antitrust laws. 


To Break the Monopoly 


Thus, both from the point of view of the public 
and the point of view of the employer, industry- 
wide bargaining is no effective offset to the mo- 
nopoly power created by industry-wide unions, 


The only way to cope with this monopoly power 
is to subject it to the anti-monopoly laws in the 
same way business and industrial management are 
subjected. In the process industry-wide labor mo- 
nopolies would be cut down to safe size, possibly by 
limiting the percentage of workers in any industry 
who are permitted to belong to a single labor 
organization. 

Also application of anti-monopoly laws would 
clean out local pockets of labor monopoly which 
block the way of industrial progress. As matters 
stand, the freedom of unions from control by the 
antitrust laws permits organized workers in one 
city to refuse to install equipment shipped in from 
another city, thus establishing private tariff walls. 
It also permits organized workers to refuse to install 
or work on materials made by other workers whose 
union affiliation, or lack of it, they do not like. 

If the anti-monopoly laws were applied to or- 
ganized labor, boycotts of this sort would be out- 
lawed. In the aggregate they now take a tremendous 
toll for no legitimate purpose. But primarily John 
L. Lewis and a handful of his fellow labor dictators 
might be cut down to a size that can be safely ac- 
commodated by the American democracy. If that 
is not done, the last great opportunity to give in- 
dustrial and political democracy a chance to work, 
in its last great stronghold, will be lost. From such 
a tragic turn of events no one would lose more than 
the American worker. 





President McGraw-Hill Publishing Company, Inc. 
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3rd ina series on Thomas Jefferson, 
Third President of the United States 


Thomas Jefferson’s vision and diplomacy won for 


the new nation more land than was contained in 


\ \ _ the original thirteen states. Such farsightedness on the part of the Chief 
\ | Executive enabled the United States to enjoy great progress. 
¥ Similarly, the Jefferson Electric Company strives to anticipate future 
j needs of American industry and through research combined with engi- 
If neering skill, make possible new developments, improved products and 
(% : greater progress toward a better way of life for all. 
f 
a TRANSFORMERS: Power Circuit, Mercury Lamp, Oil Burner Ignition, Control, Bell Ringing, and Luminous Tube. 
. FUSES: Jefferson-Union Renewable Fuses, Super-Lag, and Non-Renewable, BALLASTS for Fluorescent Lamps. 


f JEFFERSON ELECTRIC COMPANY 


BELLWOOD, ILLINOIS (Chicago Suburb) 
\ w) In Canada: Canadian Jefferson Electric Co., Ltd., 384 Pape Ave., Toronto, Ont. 
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The figures we use as basis for these monthly 
comparisons of performance in the electrical wholesaling 
field are collected and compiled by the Bureau of the 
Census of the U. S. Dept. of Commerce. 
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Business Index 
For Month Of September 1946 


Although there were still a large number of 
war-time controls in effect during September, electrical 
wholesalers throughout the country reported the largest 
dollar sales volume month in post-war history. With a 
9 percent gain over August, wholesalers’ sales soared to 
295 percent of the 1939 average monthly level. 

This high level of sales volume had to be expected, in 
the light of rising dollar volume reported in almost every 
section of the country by established wholesalers as well 
as the retail trade. But it is significant because: (1) Only 
through such a high dollar volume could wholesalers 
clear a reasonable profit in the face of constantly increas- 
ing over-all operating expenses; (2) Such an increasing 
volume one year after the close of the war indicated that 
the wholesaler was not merely holding his own but actually 
gaining acceptance as an essential factor in the peacetime 
distribution of electrical goods. 


Paralleling sales volume with a 
9 percent gain in September over August, wholesalers’ 
inventories of electrical goods increased to 224 percent 
of the 1939, average pre-war peacetime level. 
The highest wartime or peacetime level of inventories — 
a testimony to manufacturers’ herculean efforts and a key 
to wholesalers’ record breaking sales volume sounds a 
warning because inventories were reaching record peaks 
when many of the wholesalers’ staple items were still in 
short supply — indicating that when supplies increased, 
inventories would go even higher. And in that same future 
looms the end of the sellers’ market. A period when only 
an alert, trained staff of wholesalers’ salesmen backed by 
promotion-minded, 
tain sales volume. 


sales planning management, can main- 


To put increasing stress on better selling is the message 
that many wholesalers are reading into the significance 
of their ever increasing inventories. 


i The 


September 


collection percentage for 
1946 was 96 percent, 4 points below the figure 
for the previous month, but 13 points ahead of the collec- 
tion percentage for September 1945. Accounts receivable 
increased 75 percent in September 1946 compared with 
the same month of 1945, and were 12 percent ahead of the 
accounts receivable for August. 
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How the Electrical industry © 


stimates M 


in the First Post-War Year 


Value of manufactures 


at 


the 1939 Price Level 


(Millions of Dollars 






Estimated First 





1939 Post-War Year 
Wiring devices and supplies + * ” ‘ $ 94.3 $ 137.5 
Carbon products for the electrical industry, and 
manufactures of carbon OF artificial graphite 18.4 27.4 
Electrical measuring instruments + °° ; 4 Ai.8 56. 
Generating, distribution, and industrial appara- 
tus, an paratus for incorporation in man- 
yfactured products, not elsewhere classified 470.5 787 
Electrical appliances + * ° a 145.7 ste 
ipeulated wire and cab 6 v 
Automotive electrical equipment . 109.8 - 
Electric lamps - oe he we 84.8 123.2 
Radios, radio tubes, ond phonogrophs ‘ 275.9 4999 
Communication equipment. * 8 191.3 275.7 
Batteries, storage and primary (dry and wet). 117.6 151.5 
X-ray and therapevtic apparatus and electronic 
tubes - °° ec. . +e ‘ 17.9 267 
Electrical products not elsewhere classified 39.0 547 
—_—_— —_ 
$1,727-4 $2,698-3 
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= GET 


CLZ SHARE 


OF THIS $168,000,000* 














...Selling ROEBLING Wires and Cables 


* $168,000,000 — that’s the estimated 
market for insulated wire and cable for 
the first year of uninterrupted postwar 
production, says the Committee for Eco- 
nomic Development. It’s your big oppor- 
tunity, as a Roebling electrical wholesaler. 

Here’s why: With Roebling, you’re 
selling electrical wires and cables of 
known quality and dependability... backed 
by a company that gives solid advertising 
support to a strong sales story. 

More, you can make use of the services 
of Roebling field engineers to help your 
customers over technical hurdles. It eases 
the way to more sales, brings ’em back 
for repeat orders. 

With all these, you can get your full 
share of that $168,000,000: 

A complete line of wires and cables... 
a type for every purpose...all made to 
the high Roebling standards for superior 

performance. 

Aggressive advertising in national 
publications and by direct mail... double 
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page color messages and mailings of lit- 
erature to help you sell, aimed at specific 
fields and reaching hundreds of thou- 
sands of buyers of electrical equipment. 

Strategically located branch offices 
and warehouses... to back you up with 
prompt, efficient service. 


JOHN A. ROEBLING'S SONS COMPANY 
TRENTON 2, NEW JERSEY 


Branches and Warehouses in Principal Cities 
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Electrical Wholesaling 


REGIONAL ANALYSIS 


ITH few exceptions September 1946 sales of elec- 
trical goods through wholesalers were evenly dis- 
tributed among the nine regions. 

Only the South Atlantic states, with a surprising increase 
of 22 percent over August, and New England, with a more 
natural, seasonal decline of one percent, were more than 
4 points away from the average for the country, 

For the first nine months of 1946, most regions reported 
sales volume in gains well distributed among the different 
groups of states. Only the Middle Atlantic states reported 
a moderate gain in sales for the first nine months of 1946. 
With a gain of 4 percent, these states of New York, New 
Jersey and Pennsylvania were far below all others, the 
closest being the West Coast with a gain of 43 percent. 

The Mountain states and the West North Central 
evidenced the largest increases in sales for the first three- 
quarters of the year with gains of 91 and 83 percent 
respectively. 

A regional sales problem that could not show in the 
index figures before now is the effect of HH ratings giving 
veterans housing first call on the wholesalers’ stocks. As 
these ratings can not be used to procure extra, above-quota 
stocks from suppliers, the ratings are expected to divert an 
increasing portion of wholesalers’ stocks away from the 
normal market — in proportion to the volume of veterans 
housing in the wholesaler’s area, As this housing is con- 
centrated in a few sections of the country 
20 percent in California alone — the situation is expected 
to upset sales practices in those states, leave other states 
relatively unaffected. 


more than 
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Figures in this table apply to the geographic divisions 
as outlined and numbered in color on map above 





SALES INVENTORIES 


September, 1946 ’ September, 1946 
Compared in % with) Trading Compared in % with 


Aug. Sept. | Region Aug. Sept. 
1946 1945 (See Map) 1946 1945 
99 219 1 120 243 
104 197 2 108 221 
111 247 3 108 356 
108 256 4 107 243 
122 233 5 107 223 
110 204 6 110 288 
113 227 7 110 223 
110 239 8 104 229 
105 240 9 112 198 
109 230 For | 109 230 
U.S.A. | 











Inventories in September were distributed evenly among 
the different groups of states, which was better than could 
reasonably be expected, considering the many factors, 
particularly the shortage of freight cars and coastwise water 
transportation, which have made it difficult for suppliers 
to send proportionate shipments to all areas at the same time. 
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COUPLINGS, CONNECTORS, 
CLAMPS AND ENTRANCE 
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Completeness of the Appleton Line is outstanding ... 
just as expert design and precision manufacture are 
outstanding qualities of all the more than 15,000 
items Appleton makes. 

The products illustrated above are examples—prod- 
ucts from Appleton’s own foundries and fabricating 
plants, skilfully designed by Appleton engineers, and 
recognized throughout the electrical industry as 
“STANDARD FOR BETTER WIRING.” 

In the COMPLETE APPLETON LINE is every fit- 
ting required for every job. That means selection is 
simplified ... work goes more smoothly because the 
correct fitting for every turn and terminal is ready 
when wanted. Give your customers the backing of the 


APPL 





INCH SQUARE BOXES—WIDE SELECTION OF COVERS 


STRAIGHT AND ANGLE 
CONNECTORS FOR ARMORED 
CABLE, FLEXIBLE CONDUIT, ETC. 


complete Appleton line, of superior Appleton design, 
and sturdy, dependable Appleton quality. Sell Appleton 
fittings for every job. 


Sold Through Electrical Wholesalers 
APPLETON ELECTRIC COMPANY 


1734 WELLINGTON AVENUE . CHICAGO 13, ILLINOIS 
Branch Offices: NEW YORK, 76 Ninth Avenue ¢ DETROIT, 7310 Woodward 
Avenue « CLEVELAND, 1836 Euclid Avenue »* SAN FRANCISCO, 655 Minna 
Street e ST. LOUIS, 420 Frisco Bldg. * LOS ANGELES, 100 North Santa Fe 
Avenue ¢ ATLANTA, 724 Boulevard, N. E. «© BIRMINGHAM, 6 N. Twenty-first 
Street « MINNEAPOLIS, 305 Fifth Street, S. « PITTSBURGH, 414 Bessemer Bldg. 
BALTIMORE, 100 East Pleasant Street * BOSTON, 10 High Street « DENVER, 
1530 Sixteenth Street * PHILADELPHIA, 1017 Cherry Street 
Resident Representatives: Cincinnati, Dallas, Kansas City, Milwaukee 
New Haven, New Orleans, Seattle. 
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LOOK TO THE PIONEER 


FIRST to develop the revolutionary fan-type electric 
room heater... FIRST to design the long-radiant bath- 
room heater... FIRST to offer a portable that provides 
circulating warmth...FIRST to introduce a portable that 
gives head-to-heels warmth. 





o 


THERMADOR 


THERMADOR ELECTRICAL MANUFACTURING COMPANY 
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IN ELECTRIC HEATING 


One of America’s oldest and largest manufacturers of 
electric heaters, Thermador is today, as always, the leader 
in the field it pioneered. To buy Thermador is to buy a 
product developed through many years of experience and 
backed by a responsible manufacturer. To buy Thermador 
is to buy with confidence. 
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All heaters listed by Underwriters’ Laboratories, Inc. 
For full information about these outstanding 
Thermador ‘‘Firsts’’, write to Dept. EW-12. 





ELECTRIC #* 


Seven Leagues Ahaad 


5119 DISTRICT BOULEVARD * LOS ANGELES 22, CALIFORNIA 


December, 1946 — ELECTRICAL WHOLESALING 





71 








BATHROOM 
BRACKETS 
Chrome plated 
on copper with 
or without con- 
venience out- 
let. 14 wott or 
15 watt 
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FULL WEIGHT—THREADED 
RIGID STEEL CONDUIT 


SPECIFY 


National Electric 





wh J . : 


SHERARDUCT COUPLING—All surfaces and When the job calls for a conduit that must 
— are Sherardized. Accurately cut 

threads permit completely closed joints— no . . 

raw threads exposed, no gaps, easy fishing. withstand the test of time—there’s only one 


Sherarduct! Sherarduct is a rigid steel con- 
duit that is permanently rust-proof. The zinc 


protective coating alloyed to the steel by the 





special Sherardizing process will not crack or 


raw threads—accelerates rust—weakens joint. 
Threads exposed in gaps trap wire ends bends easily, smooth inside to assure easy fishing. 
make fishing difficult. 
tee a 2 , Ge _ ef @ adale 
atignai & aa,- 





oc ocTs eC&VvR PIOAaaw+rigon 
Box 897 — Pittsburgh 30, Pa. 
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YOU'RE ON 
THE RIGHT 
TRACK... 





better. It’s highly dielectric, non-ravelling, 
straight-tearing, highly insulating and has 
strong adhesion. 





X eid Serving Through Science 


WW UNITED STATES RUBBER COMPANY 


el 1230 AVENUE OF THE AMERICAS + ROCKEFELLER CENTER +» NEW YORK 20, NEW TORK 
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Canadian Association Talks 


Electrical Interdependence 


Canadian electrical leaders hail Electrical Service 


League of B.C. and stress interdependence idea at meet- 


ing in Victoria. Victoria Association joins Service League 


ICTORIA, B. C.—“Electrical Interde- 

pendence, a new term now used exten- 
sively in the electrical industry south of the 
49th parallel” was the theme of a meeting 
of 125 members of all branches of the elec- 
trical industry in Victoria recently. The 
dinner meeting at the Empress Hotel, Vic- 
toria marked the merging of the Victoria 
Electrical Association as a separate group 


into the Electrical Service League of British 
Columbia. 

W. C. Mainwaring, vice president of the 
B. C. Electric Railway Company for Van- 
couver Island, and a member of the Ad- 
Council of the Service League, 
summed up the points of all the other 


visory 


speakers when he stressed the need for a 


general realization on the part of all 


branches of the industry of just how much 
one division depended on the other. He 
pointed out that the central station, jobber, 
manufacturer, contractor and retailer were 
all links in a chain and if any one link was 
not complete the entire strength of the chain 
the closest 


was impaired. Necessity for 


cooperation in the entire industry was 
stressed by all speakers. 

Reviewing the work of the Service 
League Mr. Mainwaring stated it had been 
organized in Vancouver 26 years previous 
and had been doing a magnificent job of 
holding all branches of the industry to- 
also promoting adequate 


gether, while 


wiring, proper lighting, appliance mer- 
chandising campaigns and general public 
relations and educational work both within 
and without the industry. The League, he 
stated, had also brought close eooperation 
and understanding between all branches of 
the industry and had raised the standard 
of electrical installation. 

T. C. Clarke, district manager, Northern 





OVER 160 members and interested non-members of the Electric 
Assn. of Detroit were registered at the recent first session of 
the Association’s “Planned Lighting School.” The school has 
been widely publicized in the Electrogram, “the voice of Elec- 


December. 





trical Detroit,” and is promoted by the staffs of electrical whole- 
salers in the Detroit area. The course will consist of twelve 
sessions devoted to the design of commercial and industrial 
lighting installations. 
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IT’S HERE! “THE NEW COMBINATION LIGHTING’’ 


SURFACE MOUNTED LUMINAIRES | 


A NEW type of PLUS lighting — This combi- 
nation of Fluorescent Lighting and Incan- 
descent FLOOD LAMPS in the same unit is a 
forging step in ALL-BRIGHT ENGINEERING 
AND DESIGN RESEARCH. The All-Bright dual- t 



































purpose unit is the space-utilizing display 


. light of tomorrow. 

*RSU-404-2 In 8 foot runs or multiples. Custom Built 
“Skylite Flood Unit” Ceiling mounting—indi- 
vidual or continuous runs. New design 
Alba-Lite diffusing panels. Spotlights or flood- 


lights can be spaced on 4 or 6 foot centers. 


aa 


. 


“Can be furnished with instant start ballasts 


' 
RSU-1002L In 5 foot runs or multiples. 
*RSU-404 In 4 foot runs or multiples. 
", 


“Super Skylite Luminaire” Produces the 
* punch you need for mounting heights 12 feet 

or over Furnished with steel louver. Side 
panels of Linex Satinol or Alba-Lite glass. 
Spotlights or floodlights spaced on 5 foot 


centers or 4 foot centers for continuous runs. 


Can be furnished with instant start ballasts 


RSU-204 Two Foot Compensating Unit. Auxiliary light 
* to supplement continuous lines where space 
permits. To be used with RSU-404 only. Also 

2 available with egg-crate louver. 





_/ 





RSU-1002-2 
a In 10 foot runs or multiples. 


“Super Skylite Luminaire” 
4 for mounting heights 12 


feet or over. New design 








Alba-Lite diffusing panels. 
The spotlights and flood- 
lights can be spaced either 


on 5 or 7'/2 ft. centers or any 





multiples thereof. ach 
To emphasize greater "Bgths , 
unavailable heretofore. 


As simple as two ~ two.fof run 


4 





For use with 
R 40 Reflector Lamp 





UNION MADE 1.B.E.W. 



















— AN INTEGRAL PART OF THE UNIT 


| RECESSED TYPE LUMINAIRES 


RIGHT SPOT UNITS CAN BE TWO.-CIRCUIT 
WIRED—the FLOOD LAMPS on one circuit— 





the Fluorescent Lighting on the other circuit 
+ or a combination of the two for ideal over- 
all lighting. An achievement in engineered 


lighting for your every requirement. 


*RECSU-240-2 In 8 foot runs or multiples. . 
RECSU-2100-2 1, 10 foot runs or multiples. # 
Custom built recessed dual-purpose fluores- 


cent incandescent unit with piano hinged 


alee 


~~. 


frame, clear Skytex or Alba-Lite glass. Spot- 
light or floodlight spaced in center of each 


4 or 5 foot section. 


Can be furnished with instant start ballasts 


' 
", 
RECSU-L220- Auxiliary louvered unit with piano hinged 
420 frame for individual or continuous runs 
Can be used in conjunction with 40 watt 
type unit. Spotlight or floodlight spaced 
in center of each 2 foot section. 
RECSU-220 Auxiliary unit with piano hinged frame for 


420 individual or continuous runs can be used 
in conjunction with 40 watt type unit. 
Spotlight or floodlight spaced in center of 


each 2 foot section. Available in Alba-Lite 





or clear Skytex glass. 


" 
i ' aN “Ch, 

NA 2am, I 
> 





*“RECSU-240 


ARQ SCALE Conventional Luminaire can 
A be used in conjunction with 

N ©) any of the above fixtures. 
" oa Clear Skytex or Alba-Lite 
32 36 1 ] glass. Individual or con- 





tinuous recessed unit—also 


) available in 4 light. 


Can be furnished with in- 








; : stant start ballasts. 
iter "Agths of runs — in multiples 


fore. 


two: dof runs and number of rows. 





For use with 75 watt R32, 


T RIGHT WITH 100 watt or 150 watt PS 25 


= 150 watt PS 30 Reflector Lamp 
/ ys 
Ys 





Ask Your Distributor 


COPYRIGHT 1946 ALL-BRIGHT ELECTRIC PRODUCTS COMPANY 





SYLVANIA NEWS 


WHOLESALER EDITION 


‘ 
: 


DEC. Prepared by SYLVANIA ELECTRIC PRODUCTS INC., Salem, Mass. 1946 





DISTRIBUTORS FILL VARIED LIGHTING DEMANDS WITH 
» SYLVANIA’S LINE OF CUSTOM-TYPE FIXTURES! 
New “Basic Chassis’ Design Meets Requirements 
Of Supermarkets, Offices Or Small Stores 


One basie chassis! That's the se- 
cret of the versatility of Sylvania’s new 























line! 


Supermarkets, all types and sizes of 
oflices and stores, look to Sylvania for 
the best in fluorescent lighting. They can 
choose exactly the kind of fixture to meet 
their requirements from Sylvania’ line 
of custom-type fixtures. 





For complete information write to 
Sylvania Electric Products Inc., Salem, 


Mass. Remember, all fixtures in this line 





can be surface or pendant mounted, 


singly or in continuous row, 
































Typical application of the C-440—a four 40-watt lamp Cc-440 
fixture ideal where shielding is not essential. Shown 











in continuous row. Gives necessary high illumination. 
































CG-440 CL-440 

Beautiful and modern glass-shielded CG-440 contributes CL-440 affords same diffusion of light, same stream- 
to trim, efficient appearance of most any interior. Car- lined look as CG-440, plus added punch of light im- 
ries four 40-watt fluorescent lamps. portant in selling certain types of merchandise. 


SYLVANIAW ELECTRIC 


MAKERS OF FLUORESCENT LAMPS, FIXTURES, WIRING DEVICES: ELECTRIC LIGHT BULBS: RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES 


78 ELECTRICAL WHOLESALING — December, 1946 

















Electric Co., Vancouver occupied the chair 
in the absence of T. H. Crosby, League 
chairman and district manager of the 
Canadian Westinghouse Co. R. Beaumont, 
president of the Vancouver Electrical As- 
sociation spoke on the value of the League 
from the standpoint of the contractor. The 
League’s value from a distributor's position 
was explained by Mr. Clarke. 


Other Speakers 


In the unavoidable absence of H. L. 
Taylor, Provincial Electrical Inspector, an 
address prepared by him was read by his 
assistant, Lance Robinson. F. L. Shaw, 
member of the B. C. Power Commission 
and H. N, Walters, general sales manager, 
B. C. Electric Railway Co. were also 
speakers at the meeting. 

D. Robertson, district manager, Canadian 
General Electric Co., in a_ particularly 
thought provoking address dealt with the 
interdependency between all branches of 





WHOLESALER’S DISPLAY ROOM, Nela Park, is a main point of interest 
to these distributor members of the Electric Association of Detroit: Left to 
right, Art Shanks of Nela Park; George Struthers and Don Williams of 
Graybar Electric Co.; Grove Du Val of Mich. Sales District; Dan Longe of 
Graybar. More than 400 members of the Detroit Assn. were guests of the 
understanding. General Electric Lamp Dept. recently at its new Lighting Institute. 


the industry and the part a cooperative 
organization such as the Service League 
could play in the development of mutual 





bd ° os NLEVELAND — Representatives of the 
a Lighting Equipment Makers 4} nation’s leading lighting equipment 
; manufacturers recently met at General 
Electric’s Nela Park to learn the answers 
Match Sales Plans for l 94.7 to such questions as: What will the portable 
lamp and lighting fixture of tomorrow look 
like? How soon will these long-looked-for 

Two symposiums held at Nela Park attended by 350 repre- units be made generally available? 
: : : : ‘ Over 350 representatives attended the 
sentatives of lighting equipment manufacturers. Design, two-day session whic was held te the new 
production, distribution and sales problems discussed i E. Lighting Institute with General 
Electric’s lamp department acting as host. 

The purpose of the symposium meetings 
was to permit joint study of new equipment 
design ideas, of material shortages, of 
market trends, and of new proposals de- 
signed to achieve maximum output of light- 
ing equipments in minimum time. Serving 
as chairman for both meetings was E. D. 
Stryker, well known Nela Park sales 
executive. 

More than 150 representatives of 60 port- 
able lamp makers attended the first sympo- 
sium. On the following day, some 200 rep- 
resentatives from 85 of the nation’s top 
manufacturers of lighting fixtures for the 
commercial, industrial and residential fields 
attended a special symposium. 

Highlights of the program for the port- 
able lamp manufacturers group included: 
Study of new designs, of prevailing design 





problems; discussion of availability of 


TALKING THINGS OVER at the recent symposium meetings for repre- lamps and lamp parts; several addresses 
sentatives of the nation’s leading lighting equipment concerns at Nela Park on the various lamp markets by leaders 
are: Ray Worsley, left, mgr. of the lamp div. of General Electric Supply Co. in each field; talks by top executives of 
and H. P. Litchfield, asst. gen. sales mgr., Graybar Electric Co. (Continued on page 131) 
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...it’s a symbol of HIGHEST QUALITY 
ASBESTOS COVERED WIRE 


-.-and here are the reasons for that 
HIGHEST QUALITY 


Top quality materials only are used in RADI- 
BESTOS Wire. 

Constant supervision of the insulating machines 
by experienced, competent workmen. 
Continuous inspection of all operations and 
finished samples to see that every spool of 
RADIBESTOS Wire is of uniform quality and 
fully up to the high standards of the Under- 
writers’ Laboratories and the even higher 
RADIX standards. 

Yes, you can be sure that RADIBESTOS asbestos 
covered Wire—either solid or stranded—will 
meet your every requirement for HIGHEST 
QUALITY. 


SEND FOR CATALOG AND WIRE SAMPLES 


RADIX Ye COMPANY i 


2800 EAST 55TH STREET - CLEVELAND, OHIO 
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Motors and 





MAGNETIC RELAY 





Midget Magnetic Relays suitable for a.c. 
or d.c. on standard voltages and frequencies 
up to 125 volts and available in single or 
double pole types. Has silver contacts. 
Single break contact ratings for standard 
relays are 4 amps., 125 volts, a.c., 60 cycles 
or non-inductive loads. Available for two- 
wire or three-wire instrument control. Ward 
Leonard Electric Co., 31 South St, Mount 


Vernon, N. Y. 
2 


RELAY 





A relay which features an interchangeable 
coil and operated on any standard voltage 
or current. Consists of two basic parts, a 
coil assembly and a contact assembly. These 
are held together with two screws and lock- 
washers and the interchange assembly takes 
only a few seconds. Guardian Electric Mfg. 
Co., 1645 West Walnut St., Chicago 12, 


Illinois. 


GENERATOR ____ 


A revolving field type Katolight generator 
powered by model T-118 Chrysler six cyl- 
inder, four cycle, watercooled engine. This 
generator, model 52 MPK 6, will develop 
15,000 watts, 120-208 volts, a.c., 60 cycles, 
3 phase, 4 wire, 1200 r.p.m. Other specifi- 
cations include: length, 70 inches; height, 
491/, inches; width, 243/ inches; approxi- 
mate weight, 1860 pounds. A weather- 
proof housing is furnished if desired. Kato 
Engineering Co., Mankato, Minn. 





e 
INVERTER 


The Ranger Inverter changes ordinary house- 
hold alternating current to electronically con- 
trolled direct current thereby, according to 
the company, adding power and speed to 
a.c. and d.c. shavers. It is styled of molded 
ivory plastic and is available in two models, 
one a cordless type for direct plugging into 
an outlet, and the other a cord and plug. 
Electronic Specialy Co., 3456 Glendale 
Blvd., Los Angelets 26, Calif. 








“*Life-Line"’ motor of all steel construction, 
including frame, teet and end brackets, is 
35 percent smaller in size than its prede- 
cessor without eliminating any electrical 
properties. Available in drip-proof, splash- 
proof and fan cooled construction. Sizes 
VY to 20 HP; in voltages of 208, 220, 440 
and 550; in two or three phase; in fre- 
quencies and speeds of 60 cycle, 3500, 
1750, 1150 and 865 rpm, of 50 cycle 

2920, 1450, 965 and 720 rpm., and 25 
cycle—1450 and 725 rpm. In NEMA 
Standard dimension frames 203 to 326. 
Westinghouse Electric Corp., Pittsburgh, Pa. 


wd 


VENTILATED DUCT - 





Busway feeder duct of low-reactance design, 
especially adapted for horizontal or vertical 
outdoor mounting. Ventilated, expanded- 
steel casing keeps operating temperatures 
at moderate levels. Available in 10 foot 
sections, in capacities from 600 A. to 
4000 A.., single phase, 3 phase, and 3 phase 
4 pole (1% capacity neutral). Corrosion- 
resistant. BullDog Electric Products Co., 
Box 177, Detroit 32, Michigan. 
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Control Equipment 








THERMOSTAT 





A small, compact thermostat for general 
application at 120-240 volts a.c. is 1-9,/16 
inches in diameter and 1-7/32 inches in 
depth. It includes a currency carrying capac- 
ity of 1500 volt-amps. without the necessity 
of a condenser and a wide selection of tem- 
perature ranges from —— 50 to 350 degrees F. 
This Type A Cam-Stat, constructed of alumi- 
num and plastic, is used in connection with 
water heaters, furnace fans, furnace limit con- 
trols, room thermostats, etc. Has U.L. ap- 
proval. Cam-Stat, Inc., 2037 South La 
Cienega, Los Angeles, Calif. 


& 


MULTIBREAKER 





A compact, streamlined multibreaker, Model 
MO.-4, designed for the protection of 
4 single phase circuits or less of 10 and 
20 amperes, plus 30 amperes, has a wide 
range of application in homes, garages, apart- 
ments, small stores, and for camp and farm 
installations. Trumbull Electric Mfg. Co., 
Plainville, Conn. 


CIRCUIT-BREAKER cee te 


This Multi-Breaker can be used as a service 
entrance breaker and as a distribution load 
center. Incorporated in a 4-pole unit it has 
both thermal and high speed magnetic trip- 
ping action. Bi-metal element functions only 
when a sustained overload or heavy short 
circuit occurs, and does not trip under harm- 
less, momentary overloads. Magnetic trip 
clears circuit instantly under moderate or 
heavy short circuit conditions. Available 
in single pole capacities of 15, 20 and 30 
amps. Federal Electrical Products Co., 50 
Paris St., Newark 5, N. J. 








TRANSFORMER PLUGS 


With or without 2 pole a.c. magnetic con- 
tactors, these plugs can be used for plugging- 
in on 240 or 480 volt, 3 phase or single 
phase ‘‘BullDog BD"' duct. Rated at 2, 4,6, 8 
and 10 KVA, they furnish single phase 
current at reduced voltage (240v. or 120v.). 
BullDog Electric Products Co., Box 177, 
Detroit 32, Michigan. 





TRANSFORMER 





This hermetically-sealed aluminum case out- 
put transformer uses annealed steel cores and 
special vacuum impregnated coils which are 
reported to improve the operating efficiency 
and general over-all performance. Terminals 
are of glass with electrodes and metal collars 
forming a hermetical seal. Acme Electric & 


Mfg. Co., Cuba, N. Y. 


gq 


MAGNETIC MOTOR STARTER 


ry i 


alt elt 
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Larger and heavier, the new Size 3 Federal 
motor starter and contactor uses double 
break, pure silver contacts. Straight line 
vertical operation with only one moving part 
reduces friction to a minimum. Movable 
contacts are mounted on individual mold 
blocks and are readily removable for inspec- 
tion and replacement. All wire connection 
terminals are of the solderless pressure type. 
Federal Electric Products Co., 1429 Park 
St., Hartford 6, Conn. 





December, 1946 — ELECTRICAL WHOLESALING 


Mention ELECTRIC 


83 























Available separately, or in outdoor, weather- 
proof service equipment, the ‘Murray Mag- 
netic Circuit Breaker’ operates by mag- 
netism. It can be reset immediately if elec- 
trical conditions permit. There is no ‘‘trip’’ 
position. Breakers are supplied single pole 
10 to 50 amperes. Load centers are made 
to take up to six circuit breakers. Metro- 
politan Device Corporation, 1250 Atlantic 
Ave., Brooklyn 16, N. Y. 


THERMOSTAT 





A\n adjustable thermostat, type S, specially 
designed for applications requiring close 
temperature control and long life, has an 
independent bi-metal strip which actuates 
the stainless steel on Inconel contact springs. 
Silver contacts are spot welded to the con- 
tact springs. Thermostat units can be sup- 
plied with either lava or mica insulation. 
A single through hole provides for quick 
mounting with either screw or stud. Heating 
capacity of the adjustable thermostat is listed 
as 15 amperes, 115 volts a.c. Stevens Mfg. 
Co., Mansfield, Ohio. 


CIRCUIT BREAKER 


Rated for both 250 volt and 600 volt cir- 
cuits this 100-ampere frame circuit breaker 
is provided with a manual quick make and 
break mechanism. The ML-2 frame includes 
ampere ratings from 15 amp. to 100 amp. 
in 2 and 3 poles for 600 volt, and 50 to 
100 amps. for 250 volt. In addition to 
2 and 3 pole devices, dust resisting sheet 
steel enclosures with front operated handle 
are available. Weatherproof, dust-tight and 
explosion resisting enclosures are also avail- 
able for Class | and Group D and Class Il, 
Group G hazardous location applications. 
This breaker is also furnished for panelboards. 
Square D Company, 6060 Rivard St., De- 
troit 11, Mich. 








SWITCHBREAKER 


On short circuits or overloads this switch- 
breaker automatically shuts off the current 
and the handle drops to the “‘off’’ position. 
This overload and short circuit feature claims 
protection up to 5000 amperes. Is said to 
meet the standards of the Underwriters’ and 
the National Bureau of Fire Underwriters. 
The Code Electric Products Corp., Fox Bldg., 
Philadelphia, Pa. 


weed une LINE LOAD 











A universal type solenoid relay in which 
a simple shift of connections makes it pos- 
sible to change a set of normally open con- 
tacts to normally closed operation, or vice 
versa. Double break, silver alloy contacts 
require no cleaning, filing or dressing. Only 
one moving part is used. Available in 2, 4, 
6, and 8-pole construction. Allen Bradley 
Co., 1311 S. First St., Milwaukee 4, Wis. 


M4 


ARRESTER ___ = 








The Hi-Stroke rural arrester, an expulsion- 
type arrester for lightning protection on rural 
lines, is designed specifically for rural systems 
and is available in 6- and 9-kv ratings. A 
unique feature of this arrester is the location 
of the internal gap in an interrupting chamber 
which contains gas-evolving material in the 
form of cellulose fiber spheres. This arrester 
can be provided with different mounting 
hangers to satisfy virtually all desired mount- 
ings of arresters, either alone or for combina- 
tion mounting with enclosed or open type 
fuse cutouts. General Electric Co., Schenec- 
tady, N. Y. 
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Wire and Cable 





DISTRIBUTION CABLE 





A “Neoprene” sheathed underground dis- 
tribution cable, designed for direct burial 
or duct serv ce. It is recommended by the 
manufacturer for underground distribution 
circuits, transformer leads, as well as for in- 
dustrial use. Currently manufactured for 
power services up to 5000 volts and in single 
conductor sizes from 14 AWG to 600,000 
CM. only. Rome Cable Corporation, Rome, 


¥ 


WIRE REEL STAND 








Serves as both dispenser and display racks 
for a variety of types and sizes of wire. Can 
be installed on table or counter. 45 inches 
high; 21 inches wide. Total Capacity— 
24 reels. Perfect-Line Mfg. Corp., Old 
Country Rd. and Railroad Ave., Hicksville, 
L. I., New York. 





AIRCRAFT WIRE recently developed reduces fire hazards and 
lightens weight of planes. Known as “Neolay” it has flameproof 
insulation of a layer of glass fiber to insure circuit integrity and 
a fire-resistant synthetic rubber applied by dipping. United States 
Rubber Co., Rockefeller Center, New York, N.Y. 


Conductor insulation is a rubber compound 
and an outer jacket of thermoplastic com- 


pound provides resistance to oils, acids, and 
alkalies. Rome Cable Corporation, Rome, 


< 


SHEATHED CABLE 


po 


CORD COILER 





—— 
= 


A small coiling device to take up the slack 
wire between lamps or electrical appliances 
and household electrical outlets. Transparent 
and made of polystyrene plastic. Dadson 
Enterprises, 420 Madison Ave., New York 


17,N. ¥. 


JACKETED CORD. 


Type SJRT “Synthinol" flexible cord is 
designed for use on portable tools and equip- 
ment where medium duty service is required. 


A new small-diameter non-metallic sheathed 
cable with thermo-plastic insulated Type T 
conductors has been trade-marked ‘‘PVX"’ 
cable. It is made in two and three conductor 
assemblies in sizes 14 to 4 without ground 
wire. PVX cable is lighter in weight and 
smaller in diameter than standard non- 
metallic sheathed cables. It is approved by 
the Underwriters’ Laboratories for 60 deg. C 
operation. General Electric Co., Bridgeport 
2, Conn. 
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Fittings, Connectors, Ete. 





ANTENNA-INSULATOR CONNECTOR 





The Impedacoupler, an antenna insulator- 
connector, is claimed to make a secure 
weather proof junction between “RG" type 
flexible coaxial line and any current fed 
antenna or array. The insulator is equipped 
with an amphenol type 1R receptacle and 
is drilled at both ends for bolt or rivet for 
holding tubing and connections or for loop- 
ing wire. James Knights Company, Sandwich, 


Hlinois. 
- 


GROUNDING DEVICE 





Electro-Static Grounding Intercoupler to 
avoid hazards in hospital operating rooms 
from electro-static explosions of anesthetics. 
An eight-inch square brass box with hinged 
cover and phenolic insert with six SRB 
sockets connected to 1% megohm resistors, 
which are in turn connected to a water pipe 
compose the fixed portion of unit. Various 
combinations of bead chains covered with 
transparent plastics, together with plug and 
attachment devices make up removable 
group of accessories. Specialties Dept., 
Cannon Electric Development Co., Los 
Angeles 31, Calif. 


SCRULUG 


A large size scrulug which accommodates 
wire and cable sizes from 4/0 wire to 500 
m.c.m. cable. It is quickly and easily in- 
stalled by simply tightening the clamping 
bolt which forces a pressure bar upon the 
cable. It is formed from pure copper and 
brazed for added mechanical strength. It is 
claimed that the conductivity, pullout value 
and performance of the Scrulug greatly ex- 
ceeded the Underwriters’ Laboratories re- 
quirements. Burndy Engineering Co., 107 
Bruckner Blvd., New York 54, N. Y. 


ag" 
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os 
RANGE TAPS 


A line of range taps that tap two cables at 
right angles or in parallel and may be used 
as a two-way. Only five sizes of this tap 
cover a full range of cable sizes from 1,000 
m.c.m. to No. 6. The size illustrated will 
take 500,000 to 250,000 on main, 500,000 
to No. 2 on the branch. They are made of 
electrical bronze, Everdur hardware and carry 
U/L approval. Frankel Connector Co., 27 
Vestry St., New York, N. Y. 





CONDUIT CONNECTOR 





“Thinwall'’ conduit connectors and couplings 
in Y% inch and % inch size. Assembled to 
conduit by slipping onto the end of pipe. 
Rusgreen Manufacturing Co., 14262 Birwood 
Ave., Detroit 4, Mich. 


WS 
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ELECTRIC TERMINAL BLOCK 





Type “Y6" electric terminal block is a 
flexible and yet compact terminal disconnect 
device for aircraft, radio and other equipment 
carrying many low amperage circuits. Con- 
tacts are brass, silver-plated and accommo- 
date No. 16 AWG wire for 5 amp circuits 
Contacts may be bussed if desired. Foot 
and side brackets are steel, unit termina! 
blocks are of molded plastics. Cannon 
Electric Development Co., 3209 Humboldt 
St., Los Angeles 31, Calif. 
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BUSHINGS 


A line of sealed bushings suitable for prac- 
tically all electrical and electronic applica- 
tions. It is claimed that these terminals pro- 
vide permanent hermetic sealing capable of 
withstanding unusually severe mechanical 
and thermal shock. Sizes range from 0.5 to 
20 amperes. General Ceramics & Steatite 
Corp., Keasbey, New Jersey 





CAPACITOR BRACKET 


Brackets are now obtainable with all small 
rectangular-case capacitors for use in either 
a.c. or d.c. applications, and can be clamped 
over either the top or bottom flange of the 
case, thus permitting the unit to be mounted 
in an upright or inverted position. General 
Electric Co., Schenectady, N. Y. 








ROVING RADIO LABS in trailers are equipped with electron 


testing and repair facilities for a variety of radio communication 


services. General Electric Co., Syracuse, N.Y. 


THINWALL COUPLING-CONNECTOR 


A single fitting which performs two separate 
functions. The conduit coupling-connector 
is all steel, precision machined and threaded 
and cadmium plated throughout. Used with 
the nut it is part of the assembly which may 
be used as a box or receptacle connection. 
Without the nut it becomes a thinwall slip 
type coupling. Although it forms a straight, 








tight connection when the product is used 
as a coupling to assemble two lengths of 
thinwall conduit on a parallel plane, it is 
sufficiently flexible at the connection to 
allow slight deviation from the parallel if 
desired. U/L tested. Conduit Pipe Products 
Co., 157 W. Fulton St., Columbus, Ohio. 


WIRE CONNECTOR 


Baa 
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Wig - , 1 Piper 
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Universal ‘'4-in-1"' size, solderless and tape- 
less wire connector joins 46 different wire 
combinations ranging from two No. 18 to 
four No. 14 with one No. 18 or two No. 12 
with one No. 16. Made of Bakelite with 
coiled spring insert. U.L. approved. Holub 
Industries, Sycamore, III. 


4) 


CUBE TAP 





ae 


Modern and streamlined this bakelite cube 
tap has reverse brass blades which make all 
outlets usable and permits the use of 3 attach- 
ment caps. Due to new improved pressure 
contacts, the tap cannot be injured by con- 
stant usage or by spring prong plugs. It is 
available in brown and ivory. Eagle Electric 
Mfg. Co., 23-10 Bridge Plaza So.. Long 
Island City 1, N. Y. 
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CONNECTOR a 
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A connector to be used in making connec- 
tions, taps and splices in coaxial and shielded 
cable. The connector for the braided con- 
ductor or shield may be installed with a 
braid tap to make a terminal ground con- 
nection or ground tap, or it may be used 
merely to anchor the shieid to prevent the 
braid from slipping. Connection with the 
inner conductor is made with a “Hylug"’ 
having an insulation shroud. Burndy Engi- 
neering Co., 107 Bruckner Ave., New York 
54,N. Y. 


4 


CONNECTORS 





Split bolt connectors in two types, “One 
Piece’’ and “Two Piece"’ with small and 
large heads. Available in bronze, brass or 
aluminum and in a wide range of sizes to 
accommodate all solid and stranded wire 
from No. 6 to 1,000,000 cm. Service en- 
trance connectors are made from cold drawn 
copper with screws made from Everdur. 
Available in five sizes from No. 12 solid 
or No. 10 stranded to No. 2 stranded. Ideal 


Industries, Inc., Sycamore, Ill. 46 oun. 


CABLE RACK . ee 


Line type ‘“Hub-Rak"” designed¥for use 
where spans are long or undue strains are 
to be expected. Extension from face of the 
pole to center of insulator is 4 inches. 
Shipped with or without No. 355 insulators, 
according to customer's order. Hubbaid and 
Company, 6301 Butler St., Pittsburgh 1, Pa. 





CONNECTOR STRIP 


A simplified connector strip, especially 
adapted to hangers for sectional wiring. This 
product affords quick assembly of any num- 
ber of terminal connections on a single block 
of insulating plastic. The integral members 
are firmly riveted to the plastic base. Any 
knife-switch connect end may be specified to 
accommodate any wire size from 22 to 10 
inclusive. Aircraft Marine Products, Inc., 
1535 N. Fourth St.. Harrisburg, Pa. 








Designed specifically for sub-marine geo- 
physical exploration, Type ‘‘W"’ connectors 
are also adaptable tor use in swamps, lakes, 
rivers, docks, with underground cable, or in 
any outdoor applications where moisture 
conditions require a thoroughly sealed fit- 
ting. The watertight coupling between the 
connectors is effected by the use of special 
Acme threads on coupling nut and shell, 
together with a special rubber ring. The 
cable entry of the plug is sealed with a 
threaded gland nut, having a rubber packing 
bushing. Cannon Electric Development Co., 
3209 Humbolt St., Los Angeles 31, Calif. 


o> 


EXPANSION ANCHOR ____ 





A\n expansion anchor, all steel and cadmium 
plated, is used to hold securely electrical, 
plumbing, and bathroom fixtures. It is also 
used for carpeting on concrete or marble 
stairs, for awning equipment, for sign sup- 
ports and other similar installations. S. A. 
Mfg. Co., 11080 Gratiot, Detroit, Mich. 
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Fuses 





RENEWABLE FUSES ____ 





Renewable cartridge fuses are available in 
sizes from 3 to 600 amperes, both 250 volt 
and 600 volt. It is claimed that these fuses 
are designed to eliminate over-heating and 
provide proper venting and that either end 
of the blade assembly can be inserted into 
the casing and fastened by merely screwing 
on the cap. There are no lugs to locate, no 
slots to find. Royal Electric Co., Inc., 95 
Grand Ave., Pawtucket, R. I. 


N \ 


DUAL-ELEMENT FUSE ___ 





Designed to be used at the same current 
rating as that of the motor or transformer 
it protects, the ‘Trion'’ fuse matches the 
heat-absorbing capacity of the motor or 
transformer. Manufacturer states that the safe 
time-delay of this overload protective device 
averages five times that of an ordinary fuse. 
The “Trion"’ operates at 286°F, whether from 
its own heat, from surrounding heat, or from 
a combination of both, as in closed switch 
boxes. Chase-Shawmut Co., Merrimac St., 
Newburyport, Mass 


a ee 


The ‘‘Fusetron’’—a fuse to which is added 
a thermal cutout. Claims made are: That it 
protects coils, solenoids and transformers 
against burnout; wipes out needless blows 
caused by motor starting currents or by 
excessive heating in panelboards or switches; 
permits use of larger motor or adding more 
motors to a circuit; protects motors against 
burnout; provides simplest way to stop burn- 
outs from single phasing. Available in all 
sizes from 1/10 to 600 amp. in both 250 
and 600 volt type and in plug type and 
tamper resistant type (‘‘Fustats’’) for 1.25 
volt circuits. Bussmann Mfg. Co., University 
at Jefferson Sts., St. Louis 7, Mo. 





RENEWABLE FUSE ___ : — 


Designed to overcome difficulties arising 
from varying degrees of contraction and ex- 
pansion between fuse barrel and the link 
assembly, this new fuse allows sufficient free- 
dom of motion to avoid unbalanced strains 
and possible buckling. When threaded cap 
is screwed down and made tight, the fuse 
is securely fitted and knife blades held in 
alignment despite possible degree of change 
between barrel and bridge. Jefferson Elec. 


Co., Bellwood, Ill. 





TIME DELAY FUSE 





Features that are claimed for this time delay 
renewable fuse include: Long time delay; 
interchangeability of parts; double end vent- 
ing over cool surfaces aids interruption; no 
steel parts which reduces heating. Allso, it 
has long ferrules for greater thread engage- 
ment and more thermal absorption capacity. 
Alll parts may be disassembled. The Chase- 
Shawmut Co., Newburyport, Mass. 


& 


BALANCED LAG LINK 


SUSTAINED 

HEAT 

FROM 
OVERLOADS 

BLOWS 

HERE ———mp 


SHORTS 
GROUNDS 
OR SUDDEN 

DANGEROUS 

SURGES 

BLOW 

HERE 


HEAT 
CONDUCTED 
ee 
FROM 


l 
"BLOW POINTS AIR 


VENTILATES 
COOLS 


Ee: LINKS 
- 





The balanced lag link is designed to put 
extra lag in the low overload working range 
of fuses to avoid unnecessary ‘‘blowing’’ and 
work stoppage. It is claimed that the link 
also offers positive protection against damage 
to equipment from high current surges due 
to shorts or grounds. Three or more blow 
points are designed into the links according 
to size. Pierce Renewable Fuses, 145 
Pacific Ave., Buffalo 2, N. Y. 
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Switches 





SAFETY SWITCH 





Type D enclosed safety switch is rated at 
30 amperes and is compactly contained in 
a box that measures 41% inches wide, 614 
inches long and 31/4 inches deep. Available 
in 2 pole, 125 volts; 3 pole solid neutral 
125/250 volts; 3 pole solid neutral with 
meter twist-out 125/250 volts; and 3 pole 
solid neutral, 125/250, 230 v.a.c. Trumbull 
Electric Mfg. Co., Plainville, Conn. 


4 


SWITCH 





A three-position Aush tumbler, single pole, 
15 amp., 125 volt a.c., double-throw switch 
with intermediate Off position for the con- 
trol of two separate circuits. Switch has 
molded bakelite body. The exposed metal 
portion can be furnished in a variety of 
finishes. Switch can be supplied with tin 
solder lugs or binding screw terminals. 
Ark-Les Switch Corp., 51 Water Street, 
Watertown 72, Mass. 


SAFETY SWITCHES 


Front-operated general duty type with heavy 
duty toggle type switch. Can be used where 
space is limited and are suitable for many 
types of residential, commercial, rural and 
industrial electrical installations. Snap-action, 
double break type mechanism and self- 
aligning blade. Performs at the full rated 
30 amp-capacity. Permits wiring without 
removing interior mechanism. Finished in 
baked enamel. The Wadsworth Electric 
Mfg. Co., Inc., Covington, Ky. 











SWITCH 


Electric delay switch, used for instant or 
delayed circuit breaking, fits all standard 
wall boxes and uses any standard switch 
plate. It is rated at 10 amps at 125 volts. 
Through a simple set screw in the toggle, 
the delay time may be set at any interval from 
five seconds to 3 minutes. The phos- 
phorescent tip makes toggle easy to find in 
the dark. T. J. Mudon Co., 1240 Merchan- 
dise Mart, Chicago 54, Ill. 











SWITCH ____ - 





Momentary contact with automatic return and 
minimum number of moving parts. As button 
is depressed a bridging type contact at its 
base closes gap between two solder type 
terminals. Base is .656 inch in diameter and 
.625 inch in depth. Plunger assembly pro- 
trudes .531 inch in front of base and is en- 
closed in a bushing which with a hex nut 
provides for panel mounting. Model No. 
4000. Grayhill, 1 No. Pulaski Rd., Chicago 


24, Illinois. 


Single-pole, momentary contact, pushbutton 
switch. Designed for flush mounting in vari- 
ous types of radio and electronic products 
or test equipment. Supplied either normally 
closed (No. 7716) or normally open (No. 
7716B). Both types rated at 1 amp; 125 
volts a.c. Closed type 1-19/32 inches in 
length and open type 15g inches. Overall 
diameter 34 inch. Ark-Les Switch Corpora- 
tion, 51 Water St., Watertown 72, Mass. 


SWITCH 
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OILTIGHT SWITCHES = 


23* 





Diaphragm seal and rubber gaskets are used 
to make selector and push button switches 
and indicating light oiltight. Designed for 
machine tool and automotive industries, 
gasket keeps oil from creeping in along 
mounting bushing and diaphragm prevents 
it from entering between button and main 
body of unit. General Electric Co., Schenec- 


tady, N. Y. 
& 


SWITCH 








A double-pole, single throw, push-through 
cord switch designed to operate satisfactorily 
on electrical devices rated up to 2500 watts 
a.c. or d.c., 125 or 250 volts. It carries the 
Underwriters’ Laboratories listing of 20 
amperes at 125 volts. The switch mechanism 
consists of an easy-to-push fast snap action, 
operated by red and black plastic push but- 
tons. Switch is warranted against operational 
failure for a period of one year from date 
of sale. Trilmont Products Co., Philadel- 
phia 3, Pa. 





KITCHEN CABINETS designed to harmonize with modern 
kitchen appliances. Available as a built-in line of standard units 
for the custom planned kitchen or as single “package” units 
Kitchen Maid Corp., Andrews, Indiana. 


SWITCH PLATE 


Plate is molded in a single piece of ivory 
plastic, at the top of which is an attractive 
housing for the fractional-wattage glow lamp 
and mechanism. Unit fits standard switches 
and is made to accommodate multiple panels 
by adding matching sectional plates. Assso- 
ciated Projects Co., 80 East Long St., 
Columbus 15, Ohio. 


Illuminated 








TUMBLER SWITCH 





Single throw, 10 amp. 125 volt, single pole, 
flush tumbler switch. Supplied with 13 16 
inch by ¥ inch molded bakelite base w:th 
silver-to-silver break contacts 1/4 inch. 
15/32 inch by 32 threaded mounting stud, 
two lock nuts, ball type handle and binding 
screw terminals. Ark-Les Switch Corp., 51 
Water St., Watertown 72, Mass. 
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Time Switches, Lighting Controls 





ELAPSED TIME INDICATOR 


Model HM3, elapsed time indicator, for 
operation on 115 volts, 60 cycles, indicates 
elapsed time from 0 to 9,999.9 hours. Glass- 
to-metal hermetic seal construction is said 
to make this unit applicable not only in 
production and maintenance operation in 
general industry but also in chemical and 
allied industries where corrosive fumes or 
high humidity are involved. Marion Elec- 
trical Instrument Co., Manchester, N. H. 





TIME SWITCH 


Model PS-30 time switch, designed espe- 
cially for economical poultry house lighting, 
features the dimming control which allows 
the hens to get to their roost before the 
lights are turned out. Paragon Electric Co., 
1630,Twelfth St., Two Rivers, Wisconsin. 





AUTOMATIC HEAT CONTROL__ 








et 

eave 
A*completely automatic thermostatic con- 
trol, actuated by outside temperatures, for 
controlling the heating of a building. Com- 
bines the functions of several instruments 
since time at which heating starts and time 
at which it shuts down at night is automatically 
changed as weather becomes warmer or 
colder. Changes length of heating period 
automatically as weather changes. All heat- 
ing stops when outdoor temperatures rise 
above 65 F. while continuous heat is pro- 
duced when these temperatures drop to an 
extreme (sub-zero) temperature. Weather 


Controls Div. of Automatic Devices Co., 
53 West Jackson Blvd., Chicago 4, Ill. 





¥ 


TIMER 








The ‘‘Time-O-Lite” provides a simple, de- 
pendable automatic means for controlling 
the time of exposure on photographic and 
other apparatus where split-second time 
gauging and precision is essential for perfect 


operation and results. A double scale on 
the dial has large, clear divisions and num- 
bers. Time interval is set on the outer scale 
by moving the large white pointer. Indus- 
trial Timer Corp., 117 Edison Place, Newark 


5, . 3. 
e 


KITCHEN CLOCK & TIMER. 





A combination kitchen clock and 60-minute 
timer, known as the Chef, is equipped with 
a buzzer which will ‘‘sound off"’ at the exact 
moment for which it is set. Approximately 
five inches square, the timer has a gray dial 
frame which complements the one-piece 
plastic case. Comes in red, green, ivory or 
white. General Electric Co., Bridgeport 2, 


Conn. 
4 


LIGHTING CONTROL 


The “Sunswitch” is an electronic lighting 
control which utilizes a sensitive photo- 
electric cell to automatically turn on and off, 
street lights, outdoor advertising, airplane 
beacons, hatcheries, etc. It can be set to 
provide maximum light from 25 minutes after 
sunset to 25 minutes before sunrise. To 
prevent intermittent interference from light- 
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and Timers 





ning, stray lights, passing clouds, etc., a 
time delay of 20 seconds is provided in 
operation. The Ripley Company, Deep 
River, Conn. 








ELECTRIC COMFORTER of double bed size thermostatically 
regulated regardless of room temperature. Uses 150-watt heating 
element stitched to inside warming sheet which can be easily 
removed for cleaning. Westinghouse Electric Corp., 306 Fourth 
Ave., Pittsburgh 30, Pa. 





FREQUENCY & TIME METER PROGRAM TIMER ee 
The Model P-5-24 Program Timer, powered 


by a synchronous motor, is an automatic 
switch which can be set to close an electrical 
circuit at any desired 5 minute interval in 
a 24 hour schedule for an indefinite period. 
The program mechanism is set automatically 


by turning the minute hand as on an ordinary 


payne — i al clock. The schedule is easily changed at 
Adjustable for operating periods up to 10 any time without the use of tools. Zenith 


hours by manual pre-setting, this Telechron 1 ee... ait Electric Co., 152 E. Walton St., Chicago 10, 
motored timer is designed for the automatic ES PER SECOND Il. 

control of attic ventilating fans. Rated at 
3 watts. Paragon Electric Company, Two 
Rivers, Wis. 








An electrical indicating instrument combin- 
ing a frequency meter and elapsed time 
meter in one case. The instrument, which 
saves space and weight, is used on engine- 
driven generator sets and other equipment 
where proper operating speeds, lubricating 
and overhaul schedules are important con- 
siderations. Frequency or speed is indicated 
to an accuracy of plus or minus 0.3 percent 
by a bank of five reeds calibrated in single 
cycle steps from 58 to 62 cycles. J-B-T 
Instruments, Inc., New Haven, Conn. 
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Electricians’ Tools 





ADJUSTABLE HOLE CUTTER 





Hexagon shaped adjustable hole cutter is 
equipped with three cutting bits and 3/g inch 
pilot drills. Drills holes 11/4 to 3 inches and 
can be supplied with 1% inch straight shank 
or No. 3 Morse Taper Shank. N. J. Frayn 
Co., P. O. Box 1005, Redwood City, 


California 


SOLDERING IRON 


| 


The Hatchet Type unit soldering iron suitable 
for tip diameters 3/ inch to Yg inch and 
wattages 80 to 200, is available in five 
different sizes to meet the various soldering 
needs. Hexacon Electric Co., Roselle Park, 
New Jersey. 





WIRE STRIPPER 


Designed for stripping newer types of syn- 
thetic and plastic insulations, as well as other 
types such as rubber, cotton and rubber, 
this A-02 model strips a range of wire sizes 
from No. 10 to No. 22 solid or stranded. 
Holub Industries, Sycamore, Ill. 





ROTARY GRINDER _ 


This rotary grinder for tool room and machine 
shop work weighs 16 ounces and measures 
61% inches by 11% inches in diameter. It 
reaches speed of 25,000 RPM, handles 
wheels up to 114 inch maximum diameter, 
and is available with either “lever'’ or 
“button” type control. Ideal Industries, Inc., 
Sycamore, Ill. 





ELECTRIC ETCHING MACHINE. _ 





An electric etching machine for making 
identification marks on nameplates, products, 
metal parts, tools, etc. Through use of a 
film stencil, it will reproduce counterparts 
of the stencil in one to three seconds on 
steel, brass, copper, bronze, tin and many 
other metals. The etching fluid is a non- 
aciduous compound harmless upon contact 
with the hand or body. Entire machine in one 
compact unit measuring 9 inches by 11 inches 
by 734 inches. It is rated at 15 volt amperes, 
115 volt a.c., 50 to 60 cycles. Weight of 
unit is 17 pounds. Ideal Industries, Inc., 


Sycamore, Ill. 


SOLDERING IRON 





A new “Calrod” soldering iron for home, 
farm and hobby shop use. The half-inch 
copper tip is brazed onto the iron for fast 
heat conductivity. Rated at 85 watts, 115 
volts the iron contains the G-E cartridge 
type Calrod heater. General Electric Com- 
panv, Schenectady, N. Y. 
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WELDING CABLE SPLICER 





acy & 


This cable splicer can be used to provide 
a quick repair of broken cables or salvaging 
short lengths. A simple clamp cable con- 
nection on each end of the splicer, with 
provision to solder between the cable ends, 
allows an efficient connection. A fibre 
sleeve covers this permanent, low cost, easily 
installed cable splicer. It is made in three 
sizes to cover the full range of welding 
cables. Tweco Products Co., Wichita 7, 


Kansas. 
¥ 


SOLDERING IRON 


The ‘‘Glo-Point" soldering iron is a battery- 
heated iron that is designed and constructed 
to remain soldering hot for several minutes 
after being disconnected from the battery. 
Operates on 6 or 12 volt storage batteries. 
Indicator tells when iron has reached solder- 
ing temperature. 600 watt capacity. Rein- 
hard-McCabe Co., 911 Hennepin Ave., 
Minneapolis 3, Minn. 











WIRE STRIPPER KIT 


Stripping the insulation from any wire size 
8 to 30, this stripper allows the operator 
to strip 800 to 1000 wires per hour. Comes 
with seven interchangeable blades in perma- 





mi L CLIMBERS of positive safety design for use on vertical 


“a — 
purc ike on each side of beam. 


20 St., Philadelphia 40, Pa. 


nent steel case small enough to be carried 
in a tool box. General Cement Manutac- 


turing Co., 919 Taylor Ave., Rockford, Ill. 





SOLDER _ 


A solder with three independently filled 
cores of pure rosin flux enabling faster solder- 
ing and elimination of dry joints. Since the 
walls are thin, the solder melts more quickly 
and the heat penetrates to the flux more 
rapidly, allowing it to flow freely, reaching 
the work ahead of the molten solder. Alpha 
Metals, Inc., 369 Hudson Ave., Brooklyn 1, 
New York. 


beams. Hard-rubber gripping spurs give full 3 inch 


Austin Supply Company, 3649 N. 


MASONRY DRILLS 


A line of drills for rotary drilling in con- 
crete, brick, slate, marble, limestone, plaster 
and other non-metallic construction mate- 
rials. These drills have cutting tips of 
cemented carbide. No starting punch is re- 
quired when using the drills on very hard 
or brittle materials. Kennametal, Inc., La- 
trobe, Pa. 
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Electronic Devices 





FATHOMETER 


A compact fathometer for small fishing and 
pleasure craft. The entire system, consisting 
of a control unit, projectors and a vibrapack 
power supply unit, can be quickly and easily 
installed. It gives accurate depth measure- 
ments within a range of 400 feet at the rate 
of 360 soundings per minute. Marine Divi- 
sion, Submarine Signal Co., Raytheon Mfg. 
Co., Boston, Mass. 














LEVEL CONTROL 


Level control, series 10, makes available to 
the chemical, sanitary, refrigeration fields a 
series of maintenance-free relays for the level 
control of electrically conductive liquids. 
Contact with the liquid is made by a stainless 
steel probe rod (there are no floats, bellows 
seals, or stuffing boxes). It requires 115 or 
230 volts, 50/60 cycles a.c. single pole, 
double-throw relay, total power consump- 


tion 1% watt. It will carry a resistance as 
high as 3500 ohms. Photoswitch Inc., 77 
Broadway, Cambridge 42, Mass. 





es 


ELECTRONIC COUNTER 


This single channel predetermined electronic 
counter will count and control at rates of 
15,000 per minute and higher. The desired 
count is initially set up by means of dial 
switches located on the front panel. The 
unit utilizes four of the standard 4-tube 
counter decades which are arranged to permit 
the use of any predetermined number from 
0 to 10,000. Potter Instrument Co., 136-56 
Roosevelt Ave., Flushing, N. Y. 





TACHOMETER 


Measuring rotating speeds from 300 to ' 
50,000 rpm, this electronic tachometer can | 
be used to indicate speeds of electric motors, | 
machine tools, automotive and aircraft en- 
gines, pumps, fans, blowers and other types 
of rotating equipment. Permanent attach- 
ments not required. Consists of small pick-up 
head, six feet of flexible cable and measuring 
unit with panel-mounted indicating mechan- 
ism reading directly in rpm. High or low 
speed head. General Electric Co., Schenec- 
tady, N. Y. 








ELECTRONIC TEST EQUIPMENT __ 


This new type 134 Polymeter permits radio 
and electronic repairmen to quickly isolate 
faulty condensers, coils and resistors and 
check circuit operation after replacements 
are made. Measures electrical conditions in 
circuit components operating with power, 
audio and radio frequencies up to 390 m.c. 
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Weighs 16 pounds. Rated at 30 watts input 
at 105-125 volts, 50-60 cycles a.c. Syl- 
vania Electric Products Inc., 500 Fitth Ave., 





New York 18, N. Y. 





PHOTOELECTRIC SMOKE INDICATOR __ 


Photoelectric Smoke Indicator, type A20C, 
indicates the density of smoke passing 
through the flue or breaching of a heating 
or power plant, and signals when this density 
approaches the values prescribed by munici- 
pal smoke ordinances. A photoelectric con- 
trol and light source are mounted opposite 
each other on the sides of the flue. Photo- 
switch, Inc., 77 Broadway, Cambridge 42, 
Mass. 








RADAR RANGE is capable of cooking an entire meal in less 


than one minute utilizing the 


magnetron tube. 


Timer auto- 


matically shuts off unit when food is cooked. Raytheon Mfg. Co., 


60 East 42nd St., New York 17, 


ELECTRONIC TESTER 











A portable, testing instrument for servicing 
radio and other electronic equipment simpli- 
fies the selection of the desired function and 
range. In operation, the tester is read quickly, 
easily and accurately. The desired function 
and range are selected by means of two 
switches. The Sterling Mfg. Co., 9205 
Detroit Ave., Cleveland, Ohio. 


,, ef 


COMBUSTION CONTROL 


Type F18TS, an electronic combustion safe- 
guard system, combines in a single unit a 
modern and reliable control against the 
hazards of flame failure and dangerously low 
boiler water level. It is designed to protect 
commercial and industrial oil burning equip- 
ment. When the flame fails, this control 
instantly cuts off the fuel or sounds an alarm. 
The unit consists of a phototube and amplify- 
ing system housed in a dust-tight aluminum 
case. Combustion Control Corp., 77 Broad- 
way, Cambridge 42, Mass. 
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Lamps and Lighting 





FLUORESCENT TROFFERS 


These troffers are equipped with side and 
end flanges and are easy to install in any 
type acoustical ceiling including T-Bar con- 
struction where the T-Bar does not support 
the unit. Each unit is exactly 48 inches long 
and fits into a 12 inch slot in the ceiling. 
Width at bottom over flanges, 1314 inches. 
Depth above finished ceiling required for 
recessing, 91/4 inches (for two-lamp units) 
101% inches (for three lamp units). Curtis 
Lighting, Inc., 6135 West 65th Street, 
Chicago 38, Ill. 





FLUORESCENT FIXTURE 





Fluorescent fixture, 4, 40-watt lamps, glass- 
side shields combined with hinged ‘‘egg- 
crate’’ louvers, can be pendant mounted or 
flush mounted. Crescent Metal Products, 
18901 St. Clair Ave., Cleveland 10, Ohio. 


FLUORESCENT FIXTURE 





A 2 light, 20-watt glass enclosed fixture 
for bedroom, dinette, or sun parlor. Mounts 
Aush to ceiling or can be used with 4-inch 
adapter. Diffusing glass panels decorated 
in three colors. Dimensions: 25 inches long, 
10 inches wide. L. J. Segil Co., 2500 West 
North Ave., Chicago, Ill 


FLUORESCENT FIXTURES 


All steel, die formed fixtures known as the 
‘*140" series. These fixtures are finished in 
‘Klasium" super white 85 percent reflection 
factor. Chrome ribbed ends are white, high- 
lighted and can be readily removed to 
expose K.O.'s for in-line installations. The 
chassis is provided with knock outs and 
screw holes for any type of mounting. 
Starters are accessible without removing 


lamps. The fixture comes wired complete 
with 60 cycle 110-125 volt high power 
factor ballast and carries Underwriters label. 
Three models are offered, for 2, 3, and 4 
forty-watt lamps. 
Highland Park, Ill. 


Lighting Products, Inc., 





4 


FLUORESCENT FIXTURES 


The ‘600" line of fluorescent fixtures are 
wired with high power factor ballast and FS-4 
starters for 110-125 volts, 60 cycle a.c. 
They are designed to accommodate four 
40 watt fluorescent lamps. Removable Linex 
glass panels are designed to transmit a 
diffused soft light. A double stem suspen- 
sion hanger, 24 inches long, is furnished 
with each unit. Interiors are finished in satin 
silver; exteriors in durable white baked 
enamel with highlighted Alumalite trim. 
Mobilite, Inc., Jersey City, N. J. 


& 
Fe. a 





FLUORESCENT FIXTURE ____ 





The ‘‘Modern,"’ a two or three light flu- 
orescent fixture with an enameled finish is 
especially designed for the kitchen. It is 
available in two types of mounting: the easy 
plug-in type for rapid installation in existing 
sockets; and for installation on 5-inch and 
6-inch collar and crossbar. Mastercraft Elec- 
tric Co., 181 Bruce St., Newark 3, N. J. 


FLUORESCENT LAMP 








The 4500-white fluorescent lamp is available 
from 6-watt to 100-watt sizes for home, 
office, store and industrial uses. The color 
is described as being sufficiently near day- 
light to meet ordinary needs for color dis- 
crimination and it is at the same time warm 
enough in tone to be pleasing for indoor 
illumination use. In addition to the regular 
fluorescent lamps, the new color is available 
in all four sizes of Slimline Auorescent lamps. 
General Electric Co., Nela Park, Cleveland 
Ohio. 
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LUMINAIRE ___ 





The ‘Star,’ a luminous indirect lighting unit 
making use of a molded translucent Plaskon 
reflector of such density that the lighted 
luminaire is of approximately the same 
brightness as the illuminated ceiling. The 
unit contains 40-watt fluorescent lamps ac- 
cessible from the top of the reflector. 
Illuminated satin aluminum supporting bands, 
which hold the reflectors, can be slid in and 
out of place for maintenance purposes with- 
out disassembling the unit. The F. W. Wake- 
field Brass Co., Vermilion, Ohio. 


¥ 


FLUORESCENT FIXTURE 





Hinged and scalloped louvers give shielding 
to the four 40-watt lamps and help provide 
maximum light output in Smithcraft's ‘‘Dawn"’ 


model. Steel and aluminum construction 
throughout and designed for simple mainte- 
nance. For ceiling, pendant or continuous 
row installation. A. L. Smith lron Co., 
217 Everett Ave., Chelsea 50, Mass. 


a 
BN 7 
LUMINAIRE __ 


‘Forty-Sixty"’ luminaire tor two 40-watt 
fluorescent lamps may be used in offices, 
school rooms, drafting rooms, laboratories, 
etc. It is designed for eye comfort and 
called ‘‘Forty-Sixty’’ because approximately 





FLUORESCENT LAMPS have their inside phosphor coating 
dried in huge ovens. Visually inspected as they come from oven, 
the ends of the lamps are then capped and sealed. Westinghouse 


Electric Corp., Bloomfield, N. J. 





forty percent of its light is directed upward 
and sixty percent downward. The width 
of this unit is 121% inches, depth of body 
is 51% inches and the length is 481 inches. 
Curtis Lighting, Inc., Chicago 38, Ill. 


v 


FLUORESCENT FIXTURES 


Recessed troffer fixtures using ‘“‘Controlens”’ 
for installations in T-Bar, snap-in, and other 





acoustical and plaster ceilings. Designed to 
accommodate two or three 40-watt lamps 
and for single unit or continuous installation 
uiing the same basic 48 inch section. Day- 
Brite Lighting Inc., 5411 Bulwer Ave., 
St. Louis 7, Mo. 


+) 


FLUORESCENT FIXTURE 





te 


Fluorescent fixture, two or three 40-watt 
lamps, may be mounted either individually 
or in long continuous rows—recessed in the 
ceiling. Recess depth is 63 inches. Crescent 
Metal Products, 18901 St. Clair Ave., 
Cleveland 10, Ohio. 
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FLUORESCENT FIXTURE __ 
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A glass shielded, louvered, four-light unit 
for single or continuous row installation. 
Available for ceiling or suspension mount- 
ing. Unit shown has slotted end plate for 
quick removal of glass and louver. Keystone 
Electric Mfg. Co., 1100 Shackamaxon St., 
Philadelphia 25, Pa. 


e 


FLUORESCENT FIXTURES 





“Viz-Aid” shielded units for two 40-watt 
or two 100-watt fluorescent lamps. Surface 
or suspension mounting. Baked ‘‘Super- 
White’ enamel finish. Steel frame with side 
panels of ribbed diffusing glass. Lateral 
louvers in baked white enamel with V- 
shaped center louver in specular Alzak fin- 
ish. Furnished wired and include ‘No- 
Blink” starters. Day-Brite Lighting Inc., 5411 
Bulwer Ave., St. Louis 7, Mo. 


Vv 


FLUORESCENT FIXTURES 


~~, i I 

a oo 
URC model 1445H using four 40-watt lamps. 
Allso available in same style for two 40-watt 
lamps. Lamps shielded with steel bottom 
jouvers, or, if desired, with clear, ribbed 


glass panels. Ceramic-coated glass side 
panels are hinged for easy relamping. “‘Jiffy"’ 
hanging device for quick ceiling mounting. 
Widely spaced hangers. U.L. approval. 
Power factor 90 percent or more. H. E. 


Williams Products Company, Carthage, Mo. 


y 


PLASTIC DIFFUSERS 





“‘P.F-C’'s"’ are plastic diffusers for T-6 and 
T-12 fluorescent lamps. The P-F-C’s have 
integral clamps which snap on and off the 
tube and have been tested and approved 
by lamp manufacturers. Available in 5 
colors. Most popular color is white which 
reduces bare fluorescent lamp brightness and 
also reduces harsh glare. They may be used 
for producing color effects on exhibits in 
stores. The Edwin F. Guth Co., 2615 Wash- 
ington Ave., St. Louis 3, Missouri. 


e 


FLUORESCENT FIXTURE 








“Lowwerplas™ * 


“Tandemlamp,"’ a patented fluorescent light- 
ing principle, uses an axial plane mounting 
which places one lamp above the other. 
A louvered plastic sheet material with fine, 
parallel, translucent louvers separated by 
clear plastic spacings fixed in juxtaposition 
and traversed by minute prisms is used at 
the bottom of the fixture for brightness con- 
trol. Doane Products Corp., Meriden, Conn. 


FLUORESCENT FIXTURE 








Pin-up type fixture using 8-watt fluorescent 
lamp for either horizontal or vertical hanging. 
Baked white enamel finish, decorative plastic 
diffusing panel. Furnished complete with 
cord, plug-in ballast and starter type switch. 
110-126 volt a.c., 60 cycle. Fluorescent 
Fabricators, Div. of EZI Corp., 3825 Olive 
St., St. Louis 8, Mo. 


G 


COMMERCIAL FLUORESCENTS ____—_ 





A line of fluorescents called, ‘‘Light-In- 
Line,"’ which consists of four standard base 
strips for open lighting. They may be com- 
bined with louvered attachment or glass and 
plastic enclosures to provide a completely 
integrated stock of sixteen fixtures. Moe- 
Bridges Corp., Sheboygan, Wis. 


% 


FLUORESCENT LAMP DIFFUSERS 


This plastic diffuser, Model PFC-100, snaps 
on 40-watt (T 12) fluorescent lamp reducing 
lamp brightness 30 percent and affording 
pleasant light diffusion that according to the 
manufacturer minimizes direct and reflected 
glare. A spring-like patented design grips 





CAL WHOLESALING 





100 


ELECTRICAL WHOLESALING — December, 1946 

















lamp along its entire length and snaps off 
easily to permit cleaning and relamping. The 
Edwin F. Guth Co., 2615 Washington Ave., 
St. Louis, Mo. 





FLOODLIGHT __ ———— 


1500 or 3000 watt floodlight is designed for 
airport landing field lighting or any large 
area. It may be used single or in banks of 
two or more by overlapping of the beams. 
The housing is a dust-tight and weather- 
proof, one-piece aluminum alloy casting. 
Lens is of heat resisting glass, 25 inches in 
diameter, producing a horizontal spread of 
10°, 30°, or 80°. Two pole terminal block 
is provided in the lower interior of housing. 
Revere Electric Mfg. Co., Chicago 40, Ill. 





FLOODLIGHT 
Sports floodlight, designated as Type L-69, 
is adaptable for all sports fields and recre- 
ation areas that require lamps of 750 to 
1500 watt sizes. The front-door glass is an 








FLUORESCENT FIXTURES consisting of base strips in 24, 
48 and 96 inch lengths. Each “Unite-a-lite” unit has a plug con- 
nection at one end and a plug receptacle in the other. Moe-Bridges 


Corp., Sheboygan, Wisc. 


integral part of the reflector. To facilitate 
aiming the center of the beam when adjusting 
the floodlight for coverage of the area, a 
blade sight is located on the reflector and 
a notch sight on the socket housing. A steel 
trunnion bracket supports the reflector, and 
is in turn riveted to a malleable iron mount- 
ing plate that includes a degree scale. Gen- 
eral Electric Co., Schenectady 5, N. Y. 





FLOODLIGHT __ és 





For continuous outdoor service, the type of 
floodlight is adaptable to a variety of flood- 
lighting applications. One-piece, cast alumi- 
num, weatherproof housing; ‘Alzak"’ alumi- 
num reflector; “‘Temprex"’ heat and shock 
resisting lens; 20 inch diameter, focusing 
mechanism for beam control; ‘‘crow-foot"’ 
type of mounting base for attachment to any 
flat surface. Uses 750, 1000 or 1500-watt 
lamps. S & M Lamp Co., 119 West Thirty- 
Six Place, Los Angeles 54, Calif. 
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NEW PRODUCTS CATALOG SECTION 


FLOODLIGHT —_ 


A weather-proof, non-corrosive cast alumi- 
num trough and lamp holder assembly, espe- 
cially designed for floodlighting gas stations, 
signs, driveways, parking lots, swimming 
pools, tennis courts, etc. The trough ac- 
commodates from one to five lamp-holders, 
each holder designed for 150 watts seal- 
beam lighting. Stone Manufacturing Co., 
538 E. 93rd St., Brooklyn 12, N. Y. 





ENCLOSED STREET LIGHTING UNIT 


Designed specifically for mercury vapor 
lamps, type "OV-20" enclosed street light- 
ing luminaire directs approximately 50 per- 
cent of the lamp output on the roadway. 
Both reflector and refractor are oval in shape. 
Because of this unique shape, light from 
either a 20,000 or a 10,000 lumen mercury 
lamp is concentrated efficiently into two 
main beams on the roadway. Westinghouse 
Electric Corp., Pittsburgh 30, Pa. 





LIGHTING FIXTURE 





, ee 
KEYSTONE 

A sign reflector fixture designed especially 
for illuminating square or rectangular signs. 
Straight side lines of reflector provide light 
cut off at exact edges of sign. By adjusting 
distance between reflector and sign, the light 
pattern can be “‘tailored’’ to fit the sign. 
Goodrich Electric Co., 4600 Belle Plaine 
Ave., Chicago 41, Illinois. 


y 


REFLECTOR UNIT (Adjustable) 





All aluminum light weight eliptor reflector 
unit available for use with 300-500-750- 
1000 watt general service lamps or 400 watt 
base-up burning mercury lamps. All adjust- 
ments are on right side and have degree 
markings for presetting. Reflector and neck 
rotate in socket hood. 360° horizontal ad- 
justment. Revere Electric Co., 6009 Broad- 
way, Chicago 40, Ill. 


LIGHTING FIXTURE —_ 


“‘Hy-Liter” fixture provides intense spot or 
flood lighting effects for high lighting mer- 
chandise displays and show windows. It 
features easy adjustment within a 90° arc 
downward in all directions. The 150-watt 
spot or flood type projector lamps are well 
shielded by concentric louvres which appear 
almost translucent when illuminated. Either 
surface or recessed mounting are available 
and may be used as individual luminaires 
or mounted in continuous rows. Edwin F. 
Guth Co., 2615 Washington Blvd., St. Louis, 
Mo. 





PRESSED GLOBE 


Designed to reduce utility maintenance ex- 
pense and improve appearance, this new 
pressed globe, known as No. 232, is for use 
with GE luminaires form 81 and 101. It is 
available only in clear glass. It is pressed 
in molds for uniform thickness, annealed to 
eliminate strains, and has smoothly finished 
edges. General Electric Co., Schenectady 5, 
N. Y. 
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NEW PRODUCTS CATALOG SECTION 


LIGHTING FIXTURE __ = 


For mounting to a 31/4 inch or 4 inch outlet 
box, this unit is made 100 and 200 watt 
sizes and is available with or without cadmium 
plated steel guard. Complete with outlet 
box cover plate for a 4 inch outlet box. Rab 
Electric Co., 7 E. 199th St., N. ¥.C., N.Y. 








ISLAND LIGHTER - 


The “Pylon-Lite”’ utilizes fuorescent lamps 
in a column for lighting service station pump 
islands. It is decorative as well as a light 
source. It can be mounted on a short stand- 
ard at the station island, on the property 
line, on the gasoline pumps or any flat sur- 
face. The eight inch cylindrical glass enclos- 
ure houses 4 or 6 instant start Auorescent 
lamps or 42-inch slimline lamps. Ballasts 
are located in the center of the fixture or 
in the top of the pedestal so that heat 
generated by the lamps will help keep up 
the operating temperatures in cold weather 
to produce more light. Revere Electric 





DIFFUSING LIGHT BULB has frosted top and opalescent 
lower portion to give both direct and indirect lighting. Shown 
here in use with circular fluorescent lamp. Sylvania Electric 
Products Inc., 500 Fifth Ave., New York 18, N.Y. 


A 
Manufacturing Co., 6009 Broadway, Chicago LIGHTING a : ILLUMINATED CABINET 
40, Ill. For adequate lighting in stockrooms, the 
design of this fixture provides 8 different 
. reflecting surfaces. Curved V-shaped reflec- 


tors at either end eliminate glare in aisles. 

Finished in permanent porcelain enamel in- 

side and out. Has ‘‘Seprable'’ hood which 
- permits attaching or detaching without use 
of tools or without disturbing the wiring. 
Goodrich Electric Co., 4600 Belle Plaine 
Ave., Chicago 41, Illinois. 

































Fluorescent lighting fixtures are built right 
into this bathroom cabinet. Two 20 watt 
lamps—2 on each side—indirectly light per- 
son standing in front of cabinet mirror. Light 
source openings are covered with ‘“‘Skytex"’ 
refracting glass panels. Requires vertical wall 
opening of 241% inches. Kahn Mfg. Co., 
Inc., 2051 North 19th St., Milwaukee 5, Wis. 





Stocklite 
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PORTABLE LAMP___ ee 





All-purpose moulded glass lamp with wash- 
able lampshade of ‘‘Lumarith."” Available 
in ivory, rose, beige, and blue—the colors 
match the pastel tones of the lampshade. 
Approximately 12 inches high. Lamp and 
shade prepacked as a unit. Johnson Plastic 
Light Corporation, 3412 ‘'J'’ St., Philadel- 


phia 34, Pa. 


INCANDESCENT-FLUORESCENT LAMP 





A combination incandescent and circline 
fluorescent lamp, controlled by separate 
switches, is finished in oxblood and brass 
or emerald-green and brass. Lamp shades 
are supplied to match in color. Admiral 
Lamp Mfg. Corp., 2326 Indiana Ave., 
Chicago, Ill. 


RECESSED TROFFER oe 


A recessed troffer which requires no more 
ceiling length than the Auorescent lamps and 
their lampholders. Special K.O.'s in the 
ends of the unit make accurate 48 inch 
lengths possible. These K.O.'s permit lamp 
holders to be inset in ends so that they are 
flush with the outside surface of the closed 
ends. The troffers have built-in attachment 
features for all accessories so they may be 
added or interchanged at any time. The 
Edwin F. Guth Co., 2615 Washington Blvd., 
St. Louis 3, Mo. 




















WALL LAMP a 


Designed for use in living room or bed room, 
this lamp is equipped with plastic reflector 
bowl. All-nylon shade in dubonnet and 
egg-shell ruching. Cast aluminum plaque 
and arm, hand tinted in natural colors. For use 
with 100-watt bulb. Catalog No. 112-RN. 
Phil-Mar Electric Co., Cleveland 14, Ohio. 


ied aad at od Dali ee 
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JUVENILE LAMP 








The ‘Night-lite-Bright-lite’’ combines the 
advantages of a non-glare Sylvania flu- 
orescent night light with a regular incan- 
descent light of any wattage required to 
properly illuminate the child's room. The 
lamp switch is conveniently located at the 
base of the lamp. The lamp shade is made 
of a washable irridescent spun glass, sup- 
ported by reinforced standards. Gibson 
Products Co., 5 Beekman St., New York 


City, N. Y. 


FLUORESCENT LAMP HOLDER =e 





““Flex-Loc,"’ a new fluorescent lamp holder 
is flexible and adjusts itself automatically 
to variations in length of lamps and spacing 
of mounting holes in reflector units. The 
holder has a positive automatic lock which, 
it is claimed, prevents lamp from falling out, 
or contacts from loosening. Designed to 
fit all standard spacings, it is molded from 
plastic with high dielectric properties. Lloyd 
Products Co., Providence, R. |. 
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INDIRECT LIGHT BULB _ 


A 200 watt electric light bulb that*can con- 
vert floor or table lamp to an indirect fixture. 
Designed to screw into socket with bulb 
facing upward, the top or flat end of bulb 
is frosted while lower portion of bulb has 
an opalescent coating. Results in both direct 
and indirect lighting from same bulb. Sold 
with special wire lamp shade supports for 
adapting existing lamps. Sylvania Electric 
Products Inc., 500 Fifth Ave., New York 18, 
N. Y. 





FIXTURE HANGER 


The ‘Friction Set’’ fixture hanger adjusts with 
a twist of the wrist. Fixture may be hung 
in any position since hanger has 360-deg. 
adjustment, and may be instantly turned to 
any angle after being screwed to outlet box. 
Base and receptacle remain stationary but 
hanger arms may be turned to align with any 
preconceived lighting plan. Hanger is made 
of steel with cadmium finish. Simplet Elec- 
tric Co., 123 N. Sangamon St., Chicago 7, Ill. 





LIGHTING FIXTURES (Adjustable) ___ 


\} 





Adjustable ‘‘Swivelier’’ lighting fixtures are 
available in a choice of various arm lengths, 
from a flush-mounting on 31/4-inch or 4-inch 
outlet box-covers to a 36-inch pipe attached 
to outlet box-cover. Also available are 
adjustable ‘‘clusters’’ of 2, 3, and 4 shades 
attached to a single 4-inch outlet box-cover. 
Each item is made with an adjustable 
““Swivelier’ socket. Swivelier Co., 30 Irving 
Place, New York City 3, N. ¥ 


¥ 


BACTERICIDAL FIXTURE 





a 


* we 
. , 


Attractively designed unit in two models: 
No. 1800 for 15 watt and No. 1830 for 
30 watt bactericidal lamps. A special fea- 
ture provides for complete detachment of 
reflector housing from wall bracket portion of 
fixture. In white or brown baked enamel 
finishes. Wired complete witk switch and 
10 foot attachment cord and plug, 110-125 
volt, 60 cycle a.c. Fluorescent Fabricators, 
Div. of EZI Corp., 3825 Olive St., St. 
Louis 8, Mo. 





FLUORESCENT LOCKS a ee ee 
Type P-40 Flur-O-Locks can be used “at 


each end of fluorescent lamp holders. This, 
the company claims, insures the safety of 
falling lamps and the correct position of 
lamps. Laduby Co., 178 Oak St., New 





Haven 11, Conn. 


¥ YOu SIMPLY 
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LIGHTING UNIT 


Germ-killing lighting unit with aluminum re- 
flector may be used with a 15 watt bacteri- 
cidal lamp. This unit is equipped with an 
off-on push switch. It is useful in hospital 
operating rooms or in the poultry field and 
may be carried wherever there is need for 
providing ultra-violet rays from portable 
units. Edwin F. Guth Co., St. Louis 3, Mo. 





¥ 

FLUORESCENT LAMP HOLDERS 

Metal clad safety type ‘‘Springlox" lamp 
holders for two or three Auorescent lamps. 
One end of lamp is inserted into the lamp 
holder equipped with a flexible spring base 
and allowing sufficient clearance for contact 
prongs on opposite end of lamp to be slipped 
into the facing solid base type lamp holder. 
Pressure locks lamp into position. Benjamin 
Electric Mfg. Co., Des Plaines, Illinois. 
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Made of brass, with double contact, the 
bottom ring of this base socket called 
""Woodwin,"’ screws off to admit shade. The 
socket is wired by unscrewing the top ring 
and attaching the wires under the heads of 
the brass screws in the cap. C. D. Wood 
Electric Co., 826 Broadway, New York 3, 


N.Y. 
1° 


INDICATOR LIGHTING UNIT 


I¥PE 





Molded entirely of plastics. Basic housing 
can be furnished with one, two, three or 
four S 6-120V or smaller diameter bulbs. 
A variety of face-plates available. Momen- 
tary contact and on-off push switches which 
light up can be used with or without mark- 
ings. Designed for one-over-other use in 
lamp annunciator construction. Plate dimen- 
sions, 334 inches x 114 inches. Actual light 
area, 3 inches x 1-1/16 inches. H. R. 
Kirkland Co., Morristown, N. J. 


DUCTS CATALOG SECTION 


CAPACITOR a 
A photographic multi-flash capacitor, de- 
signed for portable use and weighing only 
one pound, 3 ounces, may be conveniently 
mounted behind the flash reflector. The size 
is 2 inches in diameter and 43/ inches high. 
Hermetically sealed capacitors are built to 
manufacturers’ watt-second requirements and 
special mounting brackets are provided for 
each application. Capacitron Co., 849 N. 
Kedzie Ave., Chicago, Ill. 





LAMP BALLAST 


Fluorescent lamp ballast is designed for the 
operation of the new long, thin, hot cathode 
fluorescent lamps. It is claimed that the 
wide line voltage variations do not affect 
this small light-weight unit, thus assuring 
constant light output from the lamps, instant 
starting and long life. Sola Electric Co., 
2525 Clybourn Ave., Chicago 14, Ill. 








FLUORESCENT LAMP RESISTOR - 





A plug-in type resistor is designed for use 
with single lamp portable fixtures for opera- 
tion of fluorescent lamps on direct current. 
The wire-wound fixed resistor is mounted 
in a small perforated metal enclosure measur- 
ing 15% inches in diameter by 1-13/16 inches 
in height, having spring pressure prongs on 
one end and a receptacle on the other. 
Operating as an adapter unit, the resistor is 
plugged in between the lamp fixture and 
the direct current outlet. This plug-in type 
resistor is designed for use with single flu- 
orescent lamps up to and including a 20 watt 
(112) 24-inch size. Ward Leonard Electric 
Co., 31 South St., Mt. Vernon, N. Y. 


e 


FLUORESCENT STARTERS 


LONGER 





LAMP-END 
DARKENING 


The ‘‘Instant Glow"’ fluorescent lamp starter 
gives quick lighting to Auorescent lamps and 
eliminates starting flicker according to the 
manufacturer. U.L. approved. Available in 
these sizes: FS-2 for 15-20 watt lamps, 
FS—4 for 30-40 watt lamps, FS—5 for 4-10 
watt lamps, FS-6 for 60-100 watt lamps. 
Instant Glow Starter Corp., 1150 Broadway, 
New York 1, N. Y. 
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POWER FACTOR CORRECTION __—_—- 
The “Ballastron” is a specially designed 
capacitor which provides high power factor 
correction for low power factor ballasts. The 
Ballastron can be mounted conveniently in 
the fixture channel near the ballast and con- 
nected directly across the a.c. line. They can 
be adapted equally well to new fixtures or 
fixtures already wired. The Capacitron Co., 
849 N. Kedzie Ave., Chicago 51, Ill. 


THE fat) (ahd coe IMPANY 





x 


CHRISTMAS TREE LIGHT - a 


A Christmas tree light which features a 
bubbling action in a glass ‘‘candle"’ and at 
the same time colorful illumination. The 
““Bubble-Lite’’ set consists of nine units. 
The lights can be used in any series-type 
15 volt tree light socket. Each light unit 
has a snap-on clip for easy and quick deco- 
rating. A small low-wattage bulb lights up 
the ornamental plastic base and also gen- 
erates enough heat to start the colored fluid 
in the glass tube moving. Noma Electric 
Corp., New York, N. Y. 











HEAT LAMP, 250-watt, has ruby filter in end of lamp for eye 
comfort. Hard glass bulb reduces chance of hreakage if inadver- 
tently splattered by liquids. Built-in reflector. General Electri 


Co., Nela Park, Cleveland, Ohio. 


LIGHTING FIXTURE (Circular) 





A combination circular lighting fixture can 
be used with incandescent lamps, circular 
fluorescent lamps, or infra-red lamps, and is 
designed for either floor-type or ceiling use. 
The white enameled body is flared out to 
serve as a reflector for the circular fluorescent 
lamps. Model B, ‘‘Heatolier’’ shown above 
has an odd lamp socket which may be filled 
with either an additional infra-red heat lamp 
or an incandescent light lamp. The Miskella 
Infra-Red Co., East 73rd and Grand Ave., 
Cleveland 4, Ohio 





INFRA-RED HEAT LAMP 


Small heating, drying and thawing tasks in 
the home can be accomplished with this 
infra-red heat lamp. The lamp fits any com- 
mon household socket. Reflector is sealed 
into the lamp. Available in 125-, 250- and 
375-watt sizes. Packaged in attractive gift 
box. Sylvania Electric Products Inc., 500 
Fifth Ave., New York 18, N. Y. 
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UCTS CATALOG SECTION 
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Sound and Signalling 





INTERCOMMUNICATION SYSTEMS 





Type “L"’ deluxe intercommunicating units 
permit the installation of many types of 
systems. The “LA"’ series are for systems 
employing one master and a number of 
remote stations. The “LC"’ series comprise 
all master systems, permitting completely 
private simultaneous two-way conversations 
between masters. The ‘‘LS'’ series provide 
systems in which a number of masters can 
operate in conjunction with a number of 
remotes. Operation is for 110 volts, a.c. 
David Bogen Co., Inc., 663 Broadway, New 
York City 12, N. Y. 


> 


INTERCOMMUNICATION SYSTEMS 





és 4 


The Belfone ‘‘Maestro’’ intercommunication 
systems are made of Durez bakelite. The 
keys, designed for ‘‘one-finger'’ movement, 
are made of clear lucite, with slots for station- 
identification marks. Bell Sound Systems, 
Inc., 1183 Essex Ave., Columbus, Ohio. 


DOOR CHIME 


A three- or four-note chime sequence and 
additional single-note signal for rear door 
use are features of this “Beverly’’ model. 
it has also adjustable volume control, a shut- 
off switch and patented timing mechanism. 
Housing is ivory plastic and tubes are hand 
polished brass finish. Complete with matched 
transformer. Rittenhouse Company, Inc., 
Honeoye Falls, N. Y. 





DOOR KNOCKER cian 


Combining the beauty of a solid brass door 
knocker with the tonal beauty of door chimes, 
this musical door knocker is a mechanically 
operated unit that mounts right on the front 
door. One dulcet tone is sounded when 
knocker is raised, and a second tone follows 
when the knocker is released. Requires 
only a hand drill and a screwdriver to mount. 
Knocker is of polished brass, chime box 
is ivory. Auth Electric Co. Inc., 34-20 45th 
St., Long Island City 1, N. Y. 





PORTABLE SOUND SYSTEM __ = 





A’ 10-Watt portable sound system, model 
PA-3710-P, is a compact, easily carried 
system that provides the necessary facilities 
for covering any medium-sized auditorium 
with public address, recordings, etc. It comes 
equipped with two 10-inch speakers, a phono 
assembly for 12-inch records, a crystal micro- 
phone with stand, two separate volume con- 
trols, and one kit of matched tubes. Bell 
Sound Systems, Inc., 1183 Essex Ave., 


Columbus, Ohio. 
Ne 


INTER-COMMUNICATION SYSTEM 





DeLuxe line of ‘‘Talk-A-Phone"’ models 
incorporate features such as ‘‘Alnico"’ 5-inch 
speakers, “‘Insta-action”’ selector switch and 
powerful high gain amplifier. Shown is 
Master station and Sub-station in the 
KR-4010 series. This system uses one master 
station and permits working with a total of 
ten sub-stations. Sub-stations may be in- 
stalled up to 2500 feet from the master 
station regardless of whether power supply 
is available or not. Master station operates 
on 110-115 volts a.c. or d.c. Talk-A-Phone 
Co., 1512 South Pulaski Road, Chicago 23, 
i. 
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CHIME UNITS = 








Two mechanically-operated chimes requir- 
ing no wiring, electricity or batteries. 
*Servis’’ model is designed tor use wherever 
service signals are needed, such as recep- 
tionists’ desks, bell boy calls, maid calls 
and sickroom call signals. It consists of a 
bar chime unit, a push button, and a non- 
skid composition base which will not mar 
or scratch a table. Dimensions are 63/g inches 
long by 3 inches wide by 214 inches deep. 
The ‘Sentinel’ model is designed for mount- 
ing above the entrance to doctor's waiting 
rooms, small shops and professional offices 
to announce visitors. A cam riding on the 
door frame sounds one chime tone when 
the door is opened and a different chime 
tone when the door is closed. Dimensions 
are 63 inches by 3 inches by 1% inches. 
Both units are finished in ivory enamel. 
Auth Electric Co., Inc., 34-20 45th Street, 
Long Island City 1, New York. 














Combination electric clock and 2-door 
‘‘NuTone” chime. Model K-38. White 
enamel cover, chrome bezel, 63/4 inch square 
dial in white and silver. Clock runs on 
115 volt a.c.; chime on 10 volt transformer. 


PLUGS AND ADAPTERS for popular types of microphones 
are announced by Cannon Electric Development Co., 3209 Hum- 


boldt St., Los Angeles 31, Calif. 


Two-tones front door; one tone rear door. 
NuTone Inc., Merchandise Mart, Chicago 


54, ill. 

DOOR CHIME — —— 
The “Melodeon,” a utility chime which may 
be installed in any room in the home. It 
has a fluted cover finished in ivory baked 
enamel. Chime is compact and self-con- 
tained. Two musical notes sound for the 
front door, one note for the rear entrance. 
It is 71/g inches by 514 inches by 234 inches 


deep. Mello-O-Chime & Signal Corpora- 
tion, 119 S. Jefferson St., Chicago 6, Ill. 
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DOOR KNOCKER CHIME 








Solid brass with plastics knob, this door 
knocker is non-electric in operation. On the 
inside a mirror conceals the chime mechanism. 
Easily installed by drilling but one hole in 
the door. Edwards and Co., Norwalk, Conn. 
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_NEW PRODUCTS CATALOG SECTION 





Fans and Ventilating and Heating 





BLOWER 





Direct-drive ‘‘Waneaxial'’ blower designed 
to occupy no more space than a duct section. 
Inner shell of 7-gauge steel provides sub- 
stantial motor mounting. Motor is totally 
enclosed, ball bearing, with provision for 
lubrication from outside. Entrance bell and 
noses (on each end) are of spun 14-gauge 
steel. Wheel is cast in aluminum alloy. Fan 
sizes from 18 inches to 42 inches. Available 
also in belt-drive models. Hartzell Propeller 
Fan Co., Piqua, Ohio. 


VENTILATING FAN 














Designed for quiet, slow-speed operation 
with large overlapping blades for exhausting 
a large volume of air, this 12-inch kitchen 
ventilating fan comes equipped with a fully 
enclosed, dust proof motor. It operates on 
53 watts and exhausts 900 cubic feet of air 
per minute. Fan is finished in black lacquer. 
Mounting panel may be repainted to match 
walls. The Emerson Electric Mfg. Co., 8100 
Forissant Ave., St. Louis 21, Mo. 


HEAT CIRCULATOR ___ = 


The “Reco” heat circulating fan blows air 
upwards carrying excess heat with it. Makes 
temperature uniform at both ceiling and 
floor. Made in 20 inch and 24 inch diam- 
eters and will be available shortly in 12 and 
16 inch diameters. In ceiling, table and high 
pedestal models. Adjustable to blow in 
other directions if desired. Reynolds Electric 
Co., Chicago 12, Ill. 





FAN TYPE HEATER - 


The ‘‘Everhot’’ fan type heater, model No. 
910, has an opalescent maroon finish, 
trimmed with a polish aluminum band, and 
nickel plated grill and handle. It includes a 
four-blade fan and induction motor, wattage 
1320, a.c. 115 volt, 50-60 cycle. Overall 
weight is less than 51 pounds. The Swartz- 
baugh Mfg. Co., 1336 W. Bancroft St., 
Toledo 6, Ohio. 





AIR CONDITIONING UNIT 





Self-contained room air conditioning unit 
which cools, filters, dehumidifies, as well as 
ventilates. The window-type unit has a 
Yq horsepower motor-driven, hermetically 
sealed, twin cylinder, refrigerant compressor. 
Unit is enclosed in metal cabinet 221% inches 
wide, 3414 inches long and 135% inches high. 
Controlled by a thermostatic expansion valve 
including a pressure limiting device. Pacific 
Manufacturing Corp., 5308 Blanche Ave., 
S.E., Cleveland 4, Ohio. 


4 


VENTILATING FAN ___ 


Heavily insulated outer door swings open 
as fan starts and automatically closes as fan 
is turned off. Adjustable sleeve for various 
type of wall construction. Fan is 10 inch 
diameter, air delivery 600 C.F.M. Motor 
40 watt input, 115 volt, 60 cycle, 1500 
r.p.m. Broan Mfg. Co., Inc., 1669 N. Water 
St., Milwaukee 2, Wis. 
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COMBINATION FAN AND HEATER _ 


In just a few seconds the ‘Season-Air'’ fan 
can be converted into a forced air heater. 
1320-watt heating unit fits on front of fan. 
10-inch fan gives air displacement of 500 
cubic feet per minute. All-metal construc- 
tion, crackle finish, chrome heater grill, 
separate fan guard. 71% inch base. G-M 
Laboratories Inc., 4309 N. Knox Ave., 
Chicago 4, Ill. 





COOLER FAN - 
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20-inch cooler fan for window installation 
in small homes, apartments, etc., will exhaust 
3500 cubic feet of air per minute, in free air. 
Ivory enamel finish, capacitor motor, blades 
formed from sheet aluminum. Cabinet di- 
mensions are 24 inches wide, 9 inches deep 
and 24 inches high. Emerson Electric Mfg. 
Co., 8100 Florissant Ave., St. Louis, Mo. 











VENTILATING FAN for modern homes with thin-wall con- 
struction. Can also be installed in a steel sash or other small panel 
window with unit replacing one pane of glass. Capacity of this 
S-inch Ilevent fan is 350 C.F.M. Ile Electric Ventilating Co., 
2802 N. Crawford Ave., Chicago, Illinois. 


INDUSTRIAL TYPE FAN HEATER __—-_: 


An electric heat fan that warms in the winte 
and circulates cooling air in the summer is 
especially designed for use in factories, 
shops, warehouses and garages. This master 
duty heat fan is finished in double baked 
hammerstone sun bronze, weighs 191% 
pounds, measures 191/44 inches high, 1414 
inches wide and 81% inches deep. It is 
available with thermostatic control or with 
rotary range type, 4-position switch (full- 
heat, half-heat, cool-fan and off). Has U.L. 
approval. Thermador Electrical Mfg. Co., 
Los Angeles, Calif. 





VENTILATOR . 








Kitchenaire’’ ventilating fan requires but a 
six-inch round opening through outside wall. 
Totally enclosed fan-cooled motor is}en- 
tirely removed from grease and moisture 
encountered in the air stream. Self-cleaning 
centrifugal type impeller. Aluminum con- 
struction throu ghout. Stewart Manufacturing 
Co., 3209 E. Washington St., Indianapolis, 
Ind. 
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ELECTRICAL ROOM HEATER we 


A circular stand type electrical room heater 
stands 30 inches high and takes only 6 inches 
of floor space. A series of aluminum louvres 
throw the heat outward in a rapid circulating 
movement rather than the straight system of 
radiation. Its protective features, the com- 
pany claims, guard children, rugs, draperies, 
and pets from being burned. Tepfer Appli- 
ance Co., 49 Central St., Cincinnati, Ohio. 
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COMBINATION HEATER 


An electric combination radiant and fan- 
type heater which is compact, portable and 
weighs only 11 pounds. It has a capacity 
of 4275 B.t.u. per hour and the fan forces 
150 cubic feet of air per minute over the 
heating surfaces. Four heating elements glow 
in front of the concave, chromium plated, 
radiant heat reflectors. It is finished in baked 
dark walnut wrinkle enamel and has chro- 
mium trimmings, snap-on guard, an 8 inch 
fan and slow speed rubber-mounted motor. 
Emerson Electric Mfg. Co., 1824 Washing- 
ton Ave., St. Louis 3, Mo. 






FAN _ 





An 8 inch non-oscillating desk bracket fan 
known as the “‘Pacemaker."’ It features three 
wide-area type blades of one piece steel 
construction, welded steel guard, and brush- 
less, two-pole induction-type motor. It is 
finished in black with polo green trim. Over- 
all dimensions are 101% inches high, 93/4 
inches wide and 634 inches deep. Westing- 
house Electric Corp., Electric Appliance 
Division, Springfield, Mass. 


S 


ELECTRIC RADIATOR 





It is claimed that this electric radiator which 
uses no water or other liquids, employs an 
entirely new principle of dual heating, giving 
off both radiated and convected heat. The 


ratio of convected to radiated heat is care- 
fully proportioned to the rate of evaporation 
of moisture from the human body and thus 
provides maximum body comfort. It is made 
in 5 and 8 section models, at 115 volts, 
plug-in type, and a 12 section model at 
220 volts, wired-in type. The radiator has 
NYKELKROM heating elements. The 5 sec- 
tion model element is rated at 800 watts, 
the 8 section at 1200 watts and the 12 section 
at 2400 watts. These models are light in 
weight and can be moved easily. The dimen- 
sions are—height 23 inches, width 7 inches 
and lengths—for the 5 section is 13 inches, 
the 8 section is 19 inches, and the 12 section 
is 30 inches. Henry J. Morton Associates, 





Inc., 510 Boulevard Bldg., Detroit 2, 

Michigan. 
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The Thermador “‘Longfella’’ portable heater, 
3 feet tall, has a sturdy base 10 inches in 
diameter, a safety grille and weighs approxi- 
mately 634 pounds. It is available in sun 
bronze, finished in hammerstone and comes 
equipped with heater cord. It requires 1320 
watts, 120 volts, a.c. or d.c. Carries Under- 
writers’ approval. Thermador Electrical Mfg. 
Co., 5119 District Blvd., Los Angeles 22, 
Calif. 
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WALL HEATER __ 
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A heavy steel casing encloses this radiant 
heater that fits Aush with the wall when in- 
stalled. Twin Nichrome wire heating ele- 
ments and highly polished reflector. Grill 
either aluminum or chrome plate. 12 inches x 
18 inches x 4 inches. Wattage 1500; voltage 
120 a.c.; weight 7 pounds, 4 ounces. 
Hydro-aire, Inc., 626 N. Robertson Blvd., 
Los Angeles 46, Calif. 
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FLY CHASER FAN ___ a 





“Reco” fan blows a large volume of air 
downwards with gentle velocity providing 
a continuous stream of air through which flies 
or mosquitoes do not pass. Equipped with 
a Deflek-Aire unit it will spread the air in 
front of a door 3 feet wide. Adjustable to 
blow at various angles. For installation in 
stores, restaurants or other buildings. 110 
volt, 60 cycles, a.c. Available for d.c. cur- 
rent at additional cost. Reynolds Electric 
Company, 2650 W. Congress St., Chicago 
12, Ih. 











PRECIPITRON electronically removes 85 to 90 percent of all 
dust in circulating air streams in homes as large as eight rooms. 
Available in a compact cabinet or can be built into a furnace unit. 
Westinghouse Electric Corp., 306 Fourth Ave., Pittsburgh 30, Pa. 


Hie rae 


This electric heat fan which warms in winter 
and cools in summer, utilizes the forced- 
air principle. Ideal for quick, clean warmth 
in bathroom, den, playroom, or in any room 
of the home, garage, or office, it weighs 
only 814 pounds. It is useful too for quick 
drying of stockings, baby clothes, lingerie, 
or as a hair dryer, and is equipped with a 
handle which permits the user to move it 
even when it's operating. Thermador Elec- 
trical Manufacturing Co., Los Angeles 22, 
Calif. 





VENTILATING FAN _ — 





A built-in wall ventilator, featuring a white 
plastic grille 12 inches by 12 inches in size, 
is designed so as to offer a minimum of 
resistance to air flow and can be installed 
either horizontal or upright, as preferred. 
The ventilator utilizes a three-bladed pro- 
peller type fan, driven by an enclosed speed 
motor. American Blower Co., Roosevelt 


Park, P. O. Box-58, Detroit 16, Michigan. 
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Flashlights, 


Portable 


and 


Lights, 





PORTABLE ELECTRIC HAND LAMP 





A small-sized, portable electric hand lamp, 
Big Beam No. 211, capable of delivering 
a beam 1,500 feet long weighs approxi- 
mately 5 pounds and comes equipped with 
2 standard replaceable batteries. U-C Lite 
Mfg. Co., 11 East Hubbard St., Chicago 


11, Wl. & 


ELECTROFLASH UNIT 





Portable “‘Electroflash" unit is designed to 
produce a minimum of ten thousand photo- 
graphic flashes with a single repeating flash 
bulb. This unit is styled for studio, banquet 
and general indoor photography. It may be 
operated by remote control push button or 
by synchronization. The entire unit with 
carrying case and all accessories weighs 21 
pounds, and is completely wired and ready 
to be plugged into any 115 volt a.c. line 
receptacle. Wabash Corporation, 335 Carroll 
St., Brooklyn 31, N. Y. 


FLASHLIGHT . = 


The designers of the flexible flashlight re- 
placed the conventional flashlight bulb as- 
sembly with a long flexible extension bulb 
retainer. This flexible bulb holder can be 
inserted into small openings to send a strong 
beam of light into otherwise inaccessible 
places. It is small enough to be carried in 
toolbox, auto glove compartment or lady’s 
handbag. The Aero-Motive Mfg. Co., 1803 
Alcott St., Kalamazoo, Michigan. 











FLASHLIGHT - 


A plastic flashlight case designed for two 
114 inch size D dry cells, has an unbreakable 
lens, an ‘‘on" and ‘‘off"’ switch, and replace- 
able parts. Ideal Industries, Inc., Sycamore, 





POChe: FiAswees 





The “Bamtamlite’’ pocket flashlight is slim 
and streamlined in appearance, measures 31/4 
inches over all and comes equipped with 
two batteries. These flashlights are available 
in solid brass engraved cases in either a 
chrome or simulated gold finish or in blue, 
green or maroon color. The top section is 
a translucent plastic which glows when light 
ison. Bamtam-Lite, Inc., 126 Eleventh Ave., 
New York 11, N. Y. 


FLASHLIGHT a 








Designed as a working light for industry and 
railroads, the special lens in this 3-cell flash- 
light, Model No. 17-S, provides a wide 
circular beam. It is reported that at a distance 
of eight feet this unit covers an area about 
three feet in diameter with a clear beam 
that lights the work area brightly and evenly. 
Its compact design, with belt clip on side 
and carrying ring on bottom, permits ease 
in handling. Justrite Mfg. Co., 2061 N. 
Southport Ave., Chicago, Ill. 
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NEW PRODUCTS CATALOG SECTION 





Batteries 





FLASHLIGHT BATTERY _____ ees 
A high energy ‘“Eveready"’ battery that will 
provide longer playing time per power unit 
for small personal radios, longer life in flash- 


EVEREADY 


TRADE-maRnn 


Treah 


BRIGHTER LIGHT 
LONGER LIFE 





lights, and very high capacity even when 
carried on the shelf for extended periods of 
time. New chemicals and design improve- 
ments are responsible for this increase accord- 
ing to the manufacturer. National Carbon 
Company, Inc., a unit of Union Carbon and 
Carbide Corp., 30 E. 42nd St., New York 17, 
N. Y. 


& 


FLASHLIGHT BATTERY 


Rechargeable flashlight battery, suitable for 
utilities, industrial plants and other regular 
flashlight users, may be charged from any 
a.c. electrical outlet by means of a rectifier 
type charger or from the d.c. ignition system 
of automobile, truck or bus. Where flash- 
lights are used regularly, the rechargeable 








“BUBBLE-LITES” introduce motion into electric Christmas 
tree lighting. Noma Electric Corp., 55 West 13th Street, New 


York 11, N.Y. 





feature of the storage battery is said to pro- 


vide greater economy, brighter and longer 
sustained light. Ideal Industries, Inc., Syca- 


more, Illinois. 


ELECTRONIC FLASH TUBE __.___ 


An electronic flash tube, type R-4340, de- 
signed particularly for black and white and 
color photography, provides a peak output 
of 48 million lumens. Sylvania Electric Pro- 
ducts Inc., 500 Fifth Ave., New York City 
18,N. Y. 
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Trafhie Appliances 








ELECTRIC IRON . 





The “Glide-O-Matic,"’ an electric iron 
weighs 31% pounds and is fully automatic 
with an accurate temperature control selector, 
to indicate correct range for each fabric. 
The iron operates on a.c., 100 watts, 110- 
120 volts and has the approval of the Under- 
writers Laboratories. Century Precision 
Works, Inc., 503-7 West 56th St., New 


York 19. N. Y. 


COFFEE GRINDER __ . — 





An all-electric coffee grinder for home use. 
It operates on either a.c. or d.c. current and 
is designed to fit into a very small space. 
Complete unit measures four inches wide, 
four inches deep and eleven inches high. 
The grinder has a storage capacity for a full 
pound of whole bean coffee. It is made of 
metal and is finished in high luster black. 
A glass measuring cup is included with each 
unit. Cory Corporation, 221 N. La Salle St., 
Chicago 1, Ill. 


ELECTRIC GRIDDLE - 


A compact, portable electric griddle, de- 
signed for use in the kitchen or at the table 
for grilling bacon, eggs, hamburgers, etc. has 
a large cooking surface (171 square inches). 
It has a porcelain enameled grease drawer, 
a polished aluminum griddle top, toggle- 
type switches that provide low, medium and 
high heat at 120 volts a.c. It measures 
5% inches high, 15 inches deep and 221% 
inches long and weighs 231% pounds 
Thermador Electrical Mfg. Co., 5119 Dis- 
trict Blvd., Los Angeles 22, Calif. 





BOTTLE WARMER AND VAPORIZER __ 
An electric bottle warmer and vaporizer 
featuring greater utility, long service, safe 
and sanitary operation. It is made of 
porcelain and has rounded corners and edges. 
It requires a.c. current. It is equipped with 
a permanently attached cord and stands on 
four legs to prevent the heat from marring 
tables. Electrical Industries, 42 Summer 
Ave., Newark 4, N. J. 





ELECTRIC IRON 





An electric iron which features safety side 
rests for stability, thus eliminating need for 
square heel and permitting the use of a taper- 
rounded back for smooth operation in all 
directions. Tapered edge of sole plate 
allows ironing under buttons with any part 
of ironing surface. Fabric selector dial shows 
exact temperatures as well as fabric settings 
and is located high on the front handle. 
General Mills, Inc., Minneapolis 15, Minn. 


& 


PORTABLE PRESSER.-—- , - 





A handy personal presser for slacks, trousers, 
neckties, pleats, hems, flaps and lapels. 
Heats in three minutes and according to 
manufacturer requires no wet cloth, nor will 
it scorch or shine fabrics. Plastic handle. 
Operates on 119 or 115 a.c. or d.c. Watt- 
age, 27. Pressmaster Co., 5184 Santa 
Monica Blvd., Los Angeles 27, Calif. 
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ELECTRIC TOASTER. 





Two-slice automatic toaster with clock and 
thermostat control. No pre-heating required. 
Single lever control. Current is automatically 
cut off when toast pops up. Requires no 
lubrication. Removable bottom plate for 
easy cleaning. Automatic bread release for 
toast inspection. Catalog number 222-46. 
Dimensions: 7 inches high, 61/4 inches wide, 
111% inches long. Weight 6 pounds. For 
110-125 volts, 860 watts. The Toastwell 
Company, 620 Tower Grove Ave., St. 


Louis 10, Mo. 


MIXER __ 





Rotating-blade type of mixer or liquifier. 
Four stainless-steel cutting blades have top 
speed of 20,000 rpm. Container lifts from 
motor base. For complete cleaning, patented 
agitator cap can be removed from the bottom 
of the container. John Oster Manufacturing 
Co., Racine, Wis. 








TOAST TIMER permits the inspection of toast at any time 
during the toasting process without interrupting current cycle. 
Landers, Frary and Clark, New Britain, Conn. 


STERILIZER — 2 
This sterilizer, holding a 24 hour supply of 
bottles, an orange juice bottle and one water 
bottle, is made of plastic and aluminum and 
features a heating element which automati- 
cally turns off the electricity when the bottles 
are sterilized. Baby's nipples, bottle caps, 
etc., can be sterilized without fear of burning 
or scorching. Sterilizer can be immersed 
and rinsed in hot water, and washed with 
soap without damaging the heating element. 
Electric Steam Radiator Corp., 6188 12th 
Street, Detroit, Mich. 
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FOOD MIXER a 





A portable all-purpose food mixer, model 
No. 110, is oval in design, and its 21/-inch 
maximum thickness allows compact shallow 
storage. A five speed governor controls the 
motor speeds and has a thumb touch, slide- 
type speed selector and control. This mixer 
weighs 31% pounds and operates on a.c. 
or d.c., 110-120 volts. Miracle Electric Co., 
36 S. State St., Chicago 3, Ill. 
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IRON 





“Cool Grip" features “air ports'’ between 
the heating unit and upper shell to protect 
the hand from rising heat, and a wrinkle-proof 
heel which permits ironing backwards as 
well as forward. Combines a beveled point 
for ironing smoothly under buttons, a bake- 
lite handle which fits the hand naturally, a 
finger tip control which regulates heat for 
the type of fabric being pressed, and a solid 
tip-up heel rest. The iron is light in weight, 
has a chromium plated sole plate with white 
enamel hood, and comes with a six foot 
attached cord. Landers, Frary & Clark, New 
Britain, Conn. 


% 


TRAVEL IRON 





This travel iron weighs only two pounds and 
can be folded up into an attractive fabric 
carrying case. When ready for use, handle 
locks in place. It is 400 watts, 115 volts, 
works on a.c. or d.c. Chicago Electric Manu- 
facturing Co., 6333 West 65th St., Chicago 
38, Ill. 


ELECTRIC SHAVER 


Featuring the 2M Hollow Ground Sherring 
Head, this Shick "Colonel" electric shaver 
comes in ivory plastic with non-slip ribbed 
grip. Static suppressor, cleaning brush and 
head guard, in sturdy case. Shipping weight 
25 ounces; a.c. or d.c. 110-120 volts. Shick 
Incorporated, Stamford, Conn. 





COFFEE MAKER 


The Cory Domestic Automatic is a 6 to 8 
cup capacity brewer for use with a.c. current 
only. There are no levers, springs or manu- 
ally operated switches. The only moving 
part in the actual working mechanism of the 
coffee brewer is the thermostat which auto- 
matically shuts off when the coffee is brewed. 
This model retains the conventional DRU 
glass upper bowl, and the patented glass 
filter rod, the plastic stand and the coffee 
measuring cup. Cory Corporation, 221 North 
La Salle St., Chicago 1, Ill. 





ELECTRIC IRON 





This streamline light-weight traveling iron 
has a plastic handie that is easily assembled 
and easily removed; folds flat for packing 
It can be used on both a.c. and d.c. current, 
375 watts, 115 volts. U.L. approved cord 
set. Travel-Made Corp., 1300 E. Park Place, 
Milwaukee 11, Wisconsin. 


oe 


ELECTRIC ROASTER 








White baked enamel with blue trim knobs 
and handles of bakelite in white or blue 
Roaster has a liquid capacity of 18 quarts 
and holds up to a 20 pound turkey. Dimen- 
sions (outside) 21 inches long, 151% inches 
wide, 121% inches high; (inside) 16 inches 
long, 11 inches wide, 51% inches deep. 
115 volts, 1320 watts, a.c. current, also for 
d.c. current. Accessories available: cabinet, 
high-speed broiler, aluminum griddle, timer. 
The Swartzbaugh Manufacturing Co., Toledo 
6, Ohio. 
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ELECTRIC CLOCK 


Nautical desiqn electric clock is a miniature 
ship's wheel with ivory color plastic mechan 
ism cover. Dial 3% inches in diameter 
Gold color numeral band is girdled with 
a gold color rim and spokes. Hands of blue 
lacquered metal. 6 foot cord 
Inc., Ashland, Mass. 


Telechron 





4 


ELECTRIC TOASTER 


“Toastmaster,"’ an automatic electric toaster, 
features a flexible timer which compensates 
for the wide variations in voltage conditions 
that frequently occur in an average home. 
Toastmaster Products Division, McGraw Elec- 
tric Co., Elgin, Il. 





ELECTRIC COOKER 





| 
ELECTRIC COLETLEL. MAKER of today contrasted with alcohol 
hurner type (circa 1928) shows as much design improvement as 
the contrast of clothing worn by the models. Silex Co, 46 Pliny St, 
Hartford, Conn, 


ELECTRIC IRON 


"Never-Lift’ electric iron with legs that fold 
out from iron for resting on board and tuck 
completely out of the wey during ironing 
operation. Fabric and temperature marked 
heat control. Bevelled edge on sole plete 
Headlight in front of handle. Proctor Elec 
tric Co., 220 E. 42nd St., New York 17,N.7 





Raising or lowering the grill of this ‘'Vol- 
cano"’ electric cooker delivers three degrees 
of heat intensity. Cooks, boils, toasts or 
quickly warms up food. Small and portable 
it weighs but 234 pounds. Can be used on 
a.c. or d.c. current, 110-115 volts and de- 
velops 550 amperes. Hilco Engineering 
Co., 429 W. Superior St., Chicago 10, Ill. 
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Miscellaneous 








at ee 


(op eee 


GROUND PLATE 


7) 


Rs 





Pole ground plate in which ground wire is 
stapled down length of pole, pushed through 
the protective tunnel and inserted into wire- 
holding clamp. Screws are then tightened 
and ground is secured with a minimum of 
time and labor. Special cutaway opening 
provides a means of visual inspection of 
completed job. Stamped from solid copper, 
this No. 5575 REA-approved ground plate 
accommodates a ground wire up to No. 4 
A.W.G. (insulated) maximum. The Thomas 
and Betts Co., 36 Butler St., Elizabeth 1, N.'J. 





CABLE REEL 
a 
a > 
) 2 = An 
c, a HEATING UNIT, automatic, oil-fired, can be put in kitchen 


cabinet, in basement or utility room, Provides hot water radiation 
for small homes and year-round domestic hot water. The Miller 
Co., Heating Products Div., Meriden, Conn. 


: 


FRICTION TAPE _._-~DEMAGNETIZER - 


Having a high content of brown rubber 
worked into the fabric used for regular ‘‘Slip- 
knot” tape, Brown Tape results, for which 
is claimed additional strength and longer 
lasting adhesive qualities. Plymouth Rubber 
Co., Inc., Canton, Mass. 











Spring controlled reel automatically takes up 
or pays out conductor cable and is designed en 

especially for use with traveling hoists. ‘i ees Poaahinet This demagnetizer for small tools operates 
Serves any stretch of tracks, either straight ; from 115 volt a.c. current. The demagnetizer 


or with one or more bends. Type “YS ‘> 8) is energized by depressing the switch button 
REELITE” is available with swivel base per- 34 SLIPKNOT and de-energized by releasing the button. 
mitting rotation up to 335 degrees for curved BROWN The demagnetizer can be used with screw- 
tracks or certain straight track installations. 1 FRICTION TAPE drivers, files, drills, tool bits and end mills. 











Appleton Electric Co., 1701-59 Wellington Bf remours eussee company a Grayhill; North Pulaski Rd., Chicago 24, 
Ave., Chicago 13, Ill. il. ; 








ee ELECTRICAL WHOLESALING — December, 1946 











Pad LY 47 


EFFICIENT OVERALL ILLUMINATION 





“* ‘FLEXIBLE SPOTLIGHTING 





Sun-Lite is now if p Z a 
on this new Slimline tube fixture, bin. 


ing efficient overall illumination with adjustable spotlights for 
or display lighting. 





This beautifully designed fixture is surprisingly low in cost. oe 
installed... easily maintained. And it’s versatile, with the sootlight 
being — anywhere between fixtures in a continuous run, or, 

at either or both ends of a single Slimline unit. Spotlights are 
adjustable to as much as 35° from vertical in any direction. 


The ROCKET is available in 4, 6 and 8 lamps, for suspension or 
surface mounting. Twin spotlight units are used with the 6 and 8 
lamp ROCKET—single spotlights with the 4 lamp size. 


Your customers will demand this new type light- 


ing. Be ready to meet this demand. Let us send 
you full information. 


ALL FIXTURES A. F.L 

UNION MADE & LABELED Our new catalog showing the complete Sun-Lite 
Fluorescent line is ready. Write for your copy now 
—no obligation, of course. 


Sun file MANUFACTURING COMPANY 





Successors to Lincoln Manufacturing Co. 


a + + gt A FQN ACL GPK DT eee a 





7 ee 


9126 ‘OAKLAND AVENUE ° DETROIT 11, MICHIGAP 
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a You don’t, Buddy... you 
Ndi SWITCH TO 
ye” an O<. 2! 






In tight spots, too— 
0.2. INSULATED BUSHINGS are O.K. 


In tight spots—where there’s no room for a wrench— 
you'll appreciate the grooved malleable iron base of O. Z. 
insulated bushings. 

In any application where wire, emerging from a conduit, 
is bent or vibration is encountered, you'll like O. Z. insu- 
lated bushings because high-insulating Bakelite is molded 
and locked to a metal base. 


METAL BASE means extra installation economies. 


®No stripped threads: 0. Z. insulated bushings 
tighten all the way down on the conduit without 
stripping bushing threads! A 


®No inside locknut: Deep metal base alone se- 
cures and grounds box to conduit! 


CAPPED, TOO .. . to keep inside of conduit clean until 
cable is pulled. 


Other types, too—Shown is O. Z. insu- 
lated bushing Conduit Type B... . O. Z. 
also makes set screw type insulated bush- 
ings, bushings for thin wall conduit, and 
grounded insulated bushings in regular, 
thin wall, or set screw types. 


Local suppliers almost everywhere can give you O. Z. bush- 
ings and other O. Z. products right off the shelf. Get in 
touch with your supplier today. 





ELECTRICAL They’re OK if they're 0. 2. 


CONDUIT FITTINGS ¢ CABLE TERMINATORS 


MAN UF ACTURING CAST IRON BOXES © SOLDERLESS CONNECTORS 


a * COMPANY GROUNDING DEVICES * POWER CONNECTORS 


262 BOND STREET - BROOKLYN,2 N. Y. @ 1% 
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Pantie LT 


8} MOBILITEL” 


INC. 





nae nc 


MINIMIZED MAINTENANCE 


is only one of the features in the Mobilier line of 


“SUPER-VISION MOBILIERS” 


for ENGINEERED LIGHTING in stores, showrooms, banks, offices and other com- 


mercial requirements where both smartness and efficiency are demanded 


This series of outstanding Mobilite fixtures is | Surface Mounting Units or may be combined for 
unusually well liked because it is so remarkably | Continuous Run. 
diversified in usefulness. Each Mobilier unit may be Supervision Mobiliers are not only practical for 
used for high or low ceilings or under balconies. | ease in installation and maintenance, they also 
By use of readily available accessories, these units combine design excellence, scrupulous workman- 
become Suspension Units (double or single stem); — ship and long-lasting performance. 


Write for Catalog “J” 





All ornaments on Mobilier Units are easily removable Supervision Mobiliers are easy to service. Slight pres- 
for continuous runs by removing two nuts from end sure on spring button release at ends of unit permits 
plate. ample opening for servicing . . . These fixtures may 
Single units are readily convertible to continuous run be relamped._from top or bottom ... Another ex- 
by removing ornamental end as illustrated above. clusive Mobilite Feature. 


SOLD THRU WHOLESALERS ONLY 


MOBILITE Ine, seve: 


Manufacturers of Fluorescent Lighting 
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or Chimes 








No. 3-E 





COMPARE these Liberty chime mechanisms 
with any other make. There is no skimping 





* 


of materials . . . units are sturdily constructed to 
stand years of satisfactory service. With exception 
of No. 3-E, these chimes are shipped complete with 
chime transformer to eliminate guesswork in 


installation. 


Liberty chimes win immediate acceptance. Cases are 
lustrous ivory plastic, gleaming hand painted ce- 
ramics and enameled steel, all with polished brass 
medallions. Tubes are finished in brush brass. 





No. 96 


* * * WRITE for special chime catalog 


BELL 
TRANSFORMERS 


DOOR BELLS 
and BUZZERS 


Built in accordance Here’s a group of new 


with transformer stand- 





modern designs in dou- 
ble coil bells, 21/,"x4" 
all with copper- nickel 


ards and Underwriters Cat. No. 212.B 
approved. Deliver full Less Cover 

rated voltage and cur- 
rent, 10 volts at 5 watts. 
Will operate bells, buz- 


plated mirror finished 
gongs and silver con- 
tacts. Combination and 
enclosed type bells also 


zers and 10 volt chimes 
through 125 feet an- 
nunciator wire excep- heavy duty +89-6" and 


8” bells. 2% Bell : 
Dome Gong Buzzer 





tionally well. 





MLIBERTY BELL anufacturing Go 


MINERVA « « « « O H I O 
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December, 








ecommended [__ Godin 


f{ Miunskaation Pes iductriel Use 


American Recommended Practice of Industrial Lighting, approved March 


17, 1942, by the American Standards Association, prescribes the values 


of illumination in the following table. 


The Recommended Practice was 


prepared under the sponsorship of the Illuminating Engineering Society. 





Footcandlest 

Assembly: 
NE ei ass weak a naan wna ee as 10 
Err ere 20 
ss Fae tare arate ater apie wikee B* 
SS ee err ee rer a 
Automobile Manufacturing: 
I IE oo. 5b. 5-0 no 0 se woo Bt 
Pomme Aasemeeey ..«..2- cecesa 20 
Body Manufacturing— 

MN ora os as wae clas Soa eb ele 20 

nner 20 

Finishing & Inspecting ..... A* 


Book Binding: 
Folding, Assembling, Pasting,etc. 10 
Cutting, Punching & Stitching... 20 


IIE nic oavere he mines ws es 20 
Canning and Preserving...... 20 
Chemical Works: 


Hand Furnaces, Boiling Tanks, 
Stationary Driers, Stationary 
and Gravity Crystallizers.... 5 

Mechanical Furnaces, Genera- 
tors and Stills, Mechanical 
Driers, Evaporators,  Filtra- 
tion, Mechanical Crystallizers, 
Bleaching 

Tanks for Cooking, Extractors, 


Percolators, Nitrators, Elec- 
rar 15 

Clay Products and Cements: 

Grinding, Filter Presses, Kiln 
ROE ee 5 

Molding, Pressing, Cleaning and 
EIS 5 ase" 5.500 Mee cara scence - 10 

IEE cooks, 3.5) lao .cilats 15 

Color and Glazing........... 20 

Cloth Products: 

Cutting, Inspecting, Sewing— 
BY GOED 6.5 Sa cwceca anes 20 
Er er A* 

Pressing, Cloth Treating 

(Oil Cloth, ete.)— 
OE ree 10 
SE IED so neh .6 okie wins 20 


Coal Tipples & Cleaning Plants: 
Breaking, Screening & Cleaning 10 


.  —— Sil «nae ers A* 
Construction—Indoor: 

EEE Osh Wavie ah nares ena 10 
Mook S ecarlg a bea nares A* 
Forge Shops and Welding... .. 10 


Footcandles ¢ 
Glass Works: 
Mix and Furnace Rooms, Press- 
ing and Lehr, Glass Blowing 


IE gone scotia ances era 10 
Grinding, Cutting Glass to Size, 
ir ee 20 


Fine Grinding, Polishing, Bevel- 
ing, Etching & Decorating 50 C* 


re ee Be 6 |e 
Hangars—Aeroplane: 

eee ere eee eee 10 
Repair Department .......... 50 
Iron and Steel Manufacturing ** 
PIN owes anes big dis Gie es cters 20 
Leather Manufacturing: 

MN Sa ashes, ea ws ends sl wa rd 5 
Cleaning, Tanning & Stretching 10 
Cutting, Fleshing & Stuffing... 20 
Finishing & Scarfing ......... 30 


Machine Shops: 


Rough Bench & Machine Work 20 

Medium Bench and Machine 
Work, Ordinary Automatic 
Machines, Rough Grinding, 
Medium Buffing & Polishing 30 

Fine Bench and Machine Work, 
Fine Automatic Machines, 
Medium Grinding, Fine Buf- 
fing and Polishing......... B* 

Extra Fine Bench and Machine 

Work, Grinding— 


I os ak pk Cs eh es |g 
Meat Packing: 
DUNE oes es beeen 10 
Cleaning, Cutting, Cooking, 


Grinding, Canning, Packing. 20 
Milling—Grain Foods: 
Cleaning, Grinding and Rolling 20 
Baking or Roasting.......... 20 


I oo o50. fo oicsrss 5 i eas 6 ows 30 

Offices: 

Bookkeeping, Typing and Ac- 
a. 5 acne ply Paik ae ces 50 


Business Machines—Power Driv- 
en (Transcribing and Tabu- 


lating )— 
Caleulators, Key Punch, Book- 
Se ee sy 
Conference Room— 
General Meetings ......... 25 


Footcandlest 
Office Activities—See Desk 
Work 
Corridors and Stairways....... 5 


Desk Work— 


Intermittent Reading and 


Re arree 
Prolonged Close Work, Com- 
puting, Studying, Design- 
NE Ey ee 


Reading Blueprints & Plans. 
Drafting— 


Prolonged Close Work—Art 
Drafting and Designing in 
RPE Pre rae 


Rough Drawing and Sketching. 
Filing and Index References. . . 
Re Renci Ne ec, Gis osha Mae a 
OE IEE oo oes ave Sis 
Reception Rooms ........... 
Stenographic Work .......... 
LE ee ae Los 
Packing and Boxing....... 
Paint Mixing 
Paint Shops: 
Dipping, Simple Spraying, Firing 
Rubbing, Ordinary Hand Paint- 
ing & Finishing, Art Stencil 
& Special Spraying........ 
Fine Hand Painting & Finishing 
Extra Fine Hand Painting & 
Finishing (Automobile Bodies, 
Plano Cases, ete.)......... 
Paper Manufacturing: 
Beaters, Grinding, Calendering 
Finishing, Cutting, Trimming, 
Paper Making Machines .... 
6 ia, KtianS- sce tineunew's 
Polishing and Burnishing..... 


Power Plants, Engine Room, 
Boilers: 

Boilers, Coal and Ash Handling, 
Storage Battery Rooms..... 

Auxiliary Equipment, Oil 
Switches and Transformers. . 

Engines, Generators, Blowers, 
Compressors 

PII oo ssn foscns wc wks 

Printing Industries: 

Type Foundries— 
Matrix Making, Dressing Type 
Font Assembly—Sorting ... . 
Bo err 
Machine Casting .......... 





20 
B* 
A* 

10 


20 
10 
20 


A* 





* See reference footnote at end of Table. 


** Consideration is now being given to the proposition of issuing a report on Recommended Lighting Practice for the entire 


Iron and Steel Industry. 


t Minimum Footcandles in Service Measuréd 30 Inches Above the Floor. 


1946 — ELECTRICAL WHOLESALING 


wl 








Magic- - ye 


adsentising in 


g sad fous ene 


means 


Sales 4 and prs ‘ 


ane im the ma hing 


onsistent national advertising 

aimed at homemakers and reach- 
ing millions of users of coffee makers 
is promoting the sale of Lyric 


Brewers and Percolators. 


Ihe Magic-flo Lyric Percolator has 
now also earned the GOOD HOUSE- 
KEEPING Guaranty Seal, which is 
recognized and respected by more 
women than any other product en- 


dorsement. 


The Magic-flo Lyric Percolator with 
aluminum stem and basket makes an 
instant hit with housewives —- prac- 


tically SELLS ON SIGHT. 


Orders from jobbers are very heavy, 
so place your orders NOW’ to cover 
shipments of your requirements for 
the first and second quarters of 1947 
Orders are shipped in the sequence 


in which they are received. 


GENERAL CONSUMER PRODUCTS, INC. 
3830 SHEFFIELD AVENUE 


CHICAGO 13, ILLINOIS 


Reproduction of Magic-flo Lyric 
advertisement from October 
issue of GOOD HOUSEKEEPING 


126 











Magi ic-flo 


Lyric 


mGOFFEE BREWER 








HOMEMAKERS all over America! 


The Lyric is fast! It’s easy! It’s designed for speed and con- 
venience. The Magic-flo Lyric makes full-bodied, tempting 
coffee fast. Try it and see for yourself. Then you'll under- 
stand why the Lyric has been approved by homemakers all 
over America. It’s easy to.use — easy to clean — convenient 
for table use. Get a Lyric coffee brewer today and make 
YOUR coffee the quick, easy, Magic-flo way. Buy it at 


department, hardware, drug, houseware or gift stores. 


— _ Double Duty Plastic 


Cover is a coffee 
measure, 














Added Height of Upper 
Bowl retards boiling 


over. 


Plastic Decanter Cover 
keeps coffee hot and 
helps conserve the flavor. 


Gleaming Platinum De- 
coration adds distinction 
and beauty. 

Cool, comfortable Plas- 
tic Handle, firmly locked 
to the decanter by a 
metal band. 


Sturdy, high quality 
transparent glass. 


Extra Wide Neck of the 
decanter was especially Magic-flo patented 
Multiple Filter is 


made of a glass 


designed for easy clean- 
ing. 
rod and three stea- 


Hand-blown Glass tite ceramic 







% 
"Guaranteed by % 
‘Good Housekeeping 
fio, WOLTECTIVE OR ow 
L245 aoyranisto HES 


Bowls that resist heat discs. No metal 


breakage. working parts. 





GENERAL CONSUMER PRODUCTS, Inc., 3830 Sheffield Ave., Chicago 13, Ill. 
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Footcandlest 


Printing Plants: 

sie eas a OS ak eee Se aS 

Imposing Stones .......... a? 

Proof Reading 

Electrotyping: 

Molding, Finishing, Leveling 
Molds, Routing, Trimming. . 

Blocking, Tinning ........... 

Electroplating, Washing, Backing 

Photo Engraving: 

Etching, Stagimg ........-.-- 

NINN 35 ggg a 0-6) daca. ace odie 

Routing, Finishing, Proofing. . . 

I og bo aes 5:0. @ 3184 < 

Receiving and Shipping ...... 

Rubber Tire and Tube 
Manufacturing: 

Stock Preparation 
DE Coins cee cewan 
ME I iio a6 a5! wie are eee 
ee ee 
OO rT ee CT 

Fabric Preparation— 

Stock Cutting 
Bead Building ............ 
Tube Tubing Machines ....... 


Seep eae toveeeee 





Tire Building— 
Se ee 
Pneumatic Tire ........... 

Curing Department— 

Tube Curing 
ee 

Final Inspection— 


be 6S OO 6 2.2 Oo 2 wo 8 Oo OO 


Pb Gao ce Sele at) esa 


Mechanical Rubber Goods: 
Stock Preparation— 
Plasticating 
PN aoe Ribrar eels Sia ew a ys 
Calendering 
I odin ae eg eo nw trie 
Fabric Preparation— 

Stock Cutting 
Hose Looms 
Molded Products ............ 
Extruded Products 
| 3 eee 
Inspection 
I oo cha od) 65 Gna at ae ata 
Warehouse 


ore eee eee eee enee 


Cc* 
At 


B * 
30 
20 


Footcandlest 

Sheet Metal Works: 

Miscellaneous Machines, Ordi- 
nary Bench Work......... 20 

Punches, Presses, Shears, Stamps, 
Spinning, Medium Bench 
MN nee ak creas Ka oles mn 

Tin Plate Inspection....... _ << 

Shoe Manufacturing (Leather) 

Cutting and Stitching— 

Cutting Tables .....0.-0-2¢ 20 
Marking, Buttonholing, Skiv- 
ing, Sorting, Vamping & 
Counting— 
Light Materials ......... 20 
Dark Materials ......... 50 
Stitching— 
Light Materials ......... 50 
Dark Materials ......... B* 
Making and Finishing— 
Stitchers, Nailers, Sole Layers, 
Welt Beaters and Scarf- 
ers, Trimmers, Welters, 
Lasters, Edge Setters, 
Sluggers, Randers, Wheel- 
ers, Treers, Cleaning, 
Spraying, Buffing, Pol- 
ishing, Embossing— 
Light Materials ......... 30 
Dark Materials ......... 50 

Storage, Packing and Shipping. 10 

Stairways, Passageways ....... 5 

Stone Crushing & Screening: 

Belt Conveyor Tubes, Main Line 
Shafting Spaces, Chute Rooms, 
Se Se eaaaeee 5 

Primary Breaker Room, Auxili- 
ary Breakers under Bins ... . 5 

rer eee 10 

Storage Battery Manufacturing: 

Molding of Grids............ 10 

Store and Stock Rooms: 

Rough Bulky Material........ 5 

Medium or Fine Material Re- 
CN TID oo 6.64. 0s cee 10 

Structural Steel Fabrication... 10 

Sugar Grading.............. 30 

Testing: 

ET otra ose in 4:8 Soo he eee 20 

ER eee 30 

Extra Fine Instruments, Scales, 

Me hues awducee museca eae A* 


Footcandlest 


Textile Mills (Cotton) 
Opening, Mixing, Picking, Card- 
ing and Drawing .........-- 
Slubbing, Roving, Spinning... . 
Spooling, Warping on Comb... 
Beaming & Slashing on Comb—- 
Geay Geode ...cccccccsces 
DE, sais ccc onscaveeo eon 
Inspection— 
Gray Goods (Hand Turning) 
Denims (Rapidly Moving). . . 
Automatic Tying-In, Weaving. . 
Drawing-In by Hand......... 
WORWMEE. ccc svcencecesnmes 


Silk & Rayon Manufacturing: 
Soaking, Fugitive Tinting, and 
Conditioning or Setting of 
; | RE rere et re 
Winding, Twisting, Rewinding, 
and Coning, Quilling, Slashing 
Warping (Silk or Cotton Sys- 
tem) on Creel, on Running 
Ends, on Reel, on Beam, on 
Warp at Beaming......... 
Drawing-In— 
ere es 
On Reed 
Weaving— 
On Heddles and Reeds...... 
On Warp Back of Harness. . 
On Woven Cloth 
Woolen: 
Carding, 
arene pra 
"FWA, TOVOUEEE oo s:0:4% 6000:0 
Drawing-In, Warping 
Weaving— 
Light Goods 
BN I oa a .nsaeaewtea 
Knitting Machines 
Tobacco Products: 
Drying, Stripping, General... . 
Grading and Sorting 
Warehouse 
I ci aorcove 4pa's eencernanonys 
Woodworking: 
Rough Sawing and Bench Work 
Sizing, Planing, Rough Sand- 
ing, Medium Machine & Bench 
Work, Glueing, Veneering, 
SAPP err ee 
Fine Bench and Machine Work, 
Fine Sanding and Finishing. . 


“TREE eLeeeey as | 


eee ee enweee 


Picking, Washing, 


CrtererYrtrTert ct. 


Pe eee ot eee 


10 
30 


50 


A* 
A* 


10 
30 


15 
At 

25 

20° 


10 
A* 


30 


1S 


20 
50 





* Lighting recommendations for the more difficult seeing tasks, as indicated by A, B, and C in the foregoing table, are given 


in the following: 


+ Minimum Footcandles in Service Measured 30 Inches Above the Floor. 


GROUP A: These seeing tasks involve (a) the discrimination of extremely fine detail under condi- 


tions of (b) extremely poor contrast, (c) for long periods of time. 


illumination levels above 100 footcandles are recommended. 


To meet these requirements, 


To provide illumination of this order, a combination of at least 20 footcandles of general lighting plus 


specialized supplementary lighting is necessary. 


The design and installation of the combination systems 


must not only provide a sufficient amount of light but also must provide the proper direction of light, 
diffusion, eye protection, and insofar as possible must eliminate direct and reflected glare as well as objec- 


tionable shadows. 


GROUP B: 


of (b) a fair degree of contrast (c) for long periods of time. 


footcandles are required. 


This group of visual tasks involves (a) the discrimination of fine detail under conditions 


Illumination levels from 50 to 100 


To provide illumination of this order a combination of at least 20 footcandles of general lighting plus 


specialized supplementary lighting is necessary. 


The design and installation of the combination systems 


must not only provide a sufficient amount of light but also ‘must provide the proper direction of light 
diffusion, eye protection, and insofar as possible must eliminate direct and reflected glare as well as 


objectionable shadows. 


GROUP C: 


The seeing tasks of this group require the discrimination of fine detail by utilizing 


(a) the reflected image of a luminous area or (b) the transmitted light from a luminous area. 


The essential requirements are (1) that the luminous area shall be large enough to cover the surface 
which is being inspected and (2) that the brightness be within the limits necessary to obtain comfortable 


contrast conditions. 


This involves the use of sources of large area and relatively low brightness in which 


the source brightness is the principal factor rather than the footcandles produced at a given point. 
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FOR COMMERCIAL INTERIORS & DISPLAYS 
\ FINISHED IN BRUSHED ALUMINUM 
WIRED PORCELAIN SOCKETS ‘<>, 
a UNDERWRITERS LABORATORIES APPROVED a 
. 
Ve, . N 
4, ey \o* 
* A a % 
ee ¢ 
. so Fe 
SHB-1 SHP-1 


DISPLAY LIGHTING 
FOR INDOOR & OUTDOOR USE 





Cast Aluminum Wiring SHF-1 


Trough With Lamp Holders 
PERFECTAIRE 
Reg. U.S. Pat. Off. 
Design Pat. 





WHC-2 C4 
‘ IFY sd 
Perfect-Line — Where Tomorrow’s Prod- BV” », satiate 
ucts Are Designed Today PERFECTAIRE 

, : #700 FOR EVERY +710 
Write for Complete Catalog & Prices STANDARD Combination 
CEILING ROOM Light & Fan 

SOLD THROUGH ELECTRICAL WHOLESALERS EXCLUSIVELY FAN Unit 


PERFECT-LINE MFG. CORP. 


OLD COUNTRY RD. & RAILROAD AVE., HICKSVILLE, L. I. 
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CAMERA CLICKS 


at Los Angeles, California 





ee With an eye to the future, the Incandescent 
srt Electric Supply Company, electrical wholesale 
distributors of Los Angeles, recently remodeled 
and redecorated their lighting fixture display 
rooms to show to best advantage the increas- 
ing number of residential lamps and fixtures 


now becoming available. 


The entire task was turned over to Miss Gwen 
Tompkins of the staff under whose charge the 
rooms come. Her selection for the color scheme 
in the five rooms —light green walls with 
dark green for display tables and trim, and 
cream ceilings — sets off the lamps and fix- 


tures in an unusually impressive way. 


Attention-getting lighting displays, such as 
this, make selling much less difficult and help 
the prospective customer to easily visualize 
the lamps and fixtures in home surroundings. 


Certainly it makes an ideal place for the elec- 





trical contractor to bring his customers. 


ABOVE—A complete line of bedroom lamps —of the pin-up, 
night table and dresser types — are shown. 


4BOVE RIGHT —This display is designed expressly for assist- 


ing women customers in making their selection. 


RIGHT — Information at the Incandescent Electric Supply Com- 
pany’s headquarters in Los Angeles is supplied by Miss Betty 
Dorwaldt, receptionist, who is centrally located in the counter 
and display room. 


BELOW RIGHT — Central feature of the display is the room for 
living and dining room lighting equipment. Miss Tompkins is in 
charge. 


BELOW — At the end of the miscellaneous room is an extremely 
attractive display of Colonial Hurricane lamps. In addition, Miss 
Tompkins displays framed pictures, both original oils and prints. 
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SURPLUS ELECTRICAL EQUIPMENT 








4 


GENERATOR SETS—GASOLINE AND 
DIESEL ENGINE DRIVEN 


Alternating and direct current, unused 
and in geod condition. Also a wide 
variety ot used sets. 





PANEL BOARDS AND SWITCH BOARDS 


For lighting and appliance circuits. 
electrical services and voltages. 
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Offices located at: Atlanta + Birmingham 


Boston + Charlotte + Chicago + Cincinnati 
Cleveland + Dallas Denver Detroit 
Fort Douglas, Utah + Fort Worth - Helena 


Houston Jacksonville + Kansas City, Mo. 


frre WAR 


Electrical jobbers and contractors will find a ready 
market for the many types of electrical equipment 
and materials offered by War Assets Administra- 
tion. Since prices on this equipment are below the 
current market, every item will fill an urgent need 


and at a very real saving. 


Industrial concerns may also acquire their elec- 
trical needs through any of the WAA Regional 
Offices. 


Many scarce items are included in this sale. Act 
now to secure needed supplies and build up depleted 
stocks. All you need do is call or write your nearest 


Regional Office for complete information and prices. 





POLE-LINE HARDWARE” ~~ 


Many items of hardware for trans- 
mission, distribution and communi- 
cation lines. Including: Pins, brack- 
ets, braces, bolts, clamps, hooks, 
rings, etc. Unused and in good 
condition. | 


WIRING DEVICES 


Hundreds of items for wiring sys- 
tems, including attachment plugs, 
connectors, connector bodies, con- 
duit fittings, outlets and switches. 


AR Assets ADMINISTRATION 


GOVERNMENT 
OWNED 
.. SURPLUS 


Little Rock Los Angeles Louisville 

Minneapolis + Nashville - 
New York « Omaha « Philadelphia + Portland, 
Ore. + Richmond ~ St. Louis - 


San Francisco + Seattle 


New Orleans 


San Antonio 


Tulsa 
691-4 


* Spokane - 
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(Continued from page 79 


lamp, lamp and shade, and better-light 
better-sight groups. 

Included among the highlights of the 
second symposium were talks by high rank- 
ing representatives of concerns which make 
lamps and fixtures, and by executives in 
the wholesale, contractor and utility fields 
of the lighting business. 

Counting the 350 guests present at the 
two symposiums, the number of persons at 
tending “school” at the G. E. Lighting In- 
stitute since its rededication stood at slightly, 
more than 3500. 


Wholesaler Celebrates 


Fortieth Anniversary 


This year, 1946, the Ludwig Hommel & 
Company of Pittsburgh, Pennsylvania cele- 
brates forty years of growth and develop- 
ment in the electrical distribution business. 

Ludwig Hommel, founder, first president 
and present head of the company came to 
America at the age of 17. After several 
years of laboratory work and then years of 
experience managing men as a field engi- 
neer, Mr. Hommel began work in the elec- 
trical industry as sales representative for 
several electrical equipment manufacturers. 
Quickly convinced of the great 
of the industry, Mr. Hommel 
founded his own company in October 1906 
for the “distribution of electrical appliances 


future 
electrical 


and machinery.” 


Facilities 

Much of the company’s success in busi- 
ness is held to be due to the efficient dis- 
tributor facilities it maintains. A large 
appliance show room where merchandise 
is skillfully presented with careful light- 
ing and modern background material aids 
the dealer in selecting major appliances and 
sets a fine example for the dealer in his 
own display rooms. The record department 
and service counter has often been called 
one of the most attractive in the country. 

The sales department is equipped with 
individual desks for each of the more than 
twenty salesmen, and private offices are 
maintained for each of the sales managers. 
Ihe theater or meeting room, equipped with 
stage, theatrical lighting, sound system, 
slide film and sound film installations, seats 
sales meetings, dealer 


70 people. Here 


group meetings, customer promotions and 


December. 





Shown here is the first copy of the 
that 


distributors are 


Christmas merchandise 
RCA Victor Record 


supplying to their dealers. Inspecting 


display 


the display are J. L. Hallstrom, General 
Merchandise Manager; J. W. Murray, 
President and J. M. Williams, 
Advertising RCA 


Vice 
Manager of the 
Victor Record Department. 
When this news photo reached out 
editor's desk a suitable cover for this 
issue of ELECTRICAL WHOLESALING was 
“in the works” and, in fact, was nearing 
took 
study for the editor to decide that the 


completion. It only a moment's 
splendid rendition of Santa Claus wing- 
ing his way across the landscape, bring 
ing gifts to the world, gave a better 
interpretation of the spirit of this issu 
than the originally planned cover. 

We express hereby our sincere thanks 
for the splendid cooperation that was 
extended to us by the RCA Victor Rec- 





The Cover On This Issue 





ords Department in giving permission 
to use the display as a basis for this 
York wholesale 
distributors, Bruno-New York, Inc. for 
placing a full sized original of that 
RCA Victor’s 


display in our hands within one hour 


cover and to its New 


Christmas merchandise 
after the news picture reached us. Hav- 
ing a full sized display to start from, 
our art department was able to put the 
new cover design “through the works’’ 
and still meet the pesky and ever present 
“deadline.” 

Beneath that cover vou will find The 
NEW PRODUCTS CATALOG SEC- 
PION —in which are illustrated and 
described hundreds of NEW ELEC- 
TRICAL PRODUCTS THAT YOU 
CAN SELL. Truly, never before did 
Santa Claus present electrical salesmen 
with such abundance of opportunities 
for selling in the new vear. 


The EDITOR 








employee gatherings are held. Handling of 
goods into and out of the company’s ware 
PRR and 
B&O sidings into the building. The re 


house is speeded by direct 
pair shops service all Hommel-sold appli- 
ances and offer repair facilities to dealers 
not so equipped. In the parts department, 
trained 


carefully employees aid in the 


1946 — ELECTRICAL WHOLESALING 


complex job of supplying parts to the com 
pany’s customers. 

The Hommel & Company serves Peon 
sylvania (Pittsburgh area), northwestern 
part of Maryland, northern part of Vir- 
ginia and eastern part of Ohio—a popula 
tion of 4,777,951. 


Constantly maintaining an able and efh 
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CRESCENT 


WIRE ano CABLE 
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CRESCENT produces all kinds of 
wire and cable for any type of 
building —industrial, commercial or residen- 
tial. CRESCENT products are sold through 
electrical wholesalers in every large city in the 
country to electrical contractors, who know 


from experience or by reputation the unfail- 


ing quality of CRESCENT WIRES AND CABLES. 
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cient staff has enabled the company t 
reach its position of prominence in th 
electrical distribution field today. Julian 
K. Weiner, holds the position of genera 
manager and treasurer. Lester H. Strauss, 
assistant to the president, has had fourtee: 
vears of top-department store management 
and is in direct charge of all non-selling 
departments, Richard E, Connell, applianc: 
sales manager and sales manager of Norgi 
Division is trained in every phase of ap 
pliance selling from door-bell ringing to 
planning national campaigns. John H. 
MacDonald is sales manager of the Bendix 
Division. James Winston, manager of the 
Record Department and John McMeekin 
is sales manager of the Record Department 


Veteran “Bill? Gould 
Promoted By P & S 


SYRACUSE, N. Y.—W. E. “Bill” Gould, 
formerly New York district sales managet 
for Pass & Seymour, Inc., has been pro 
moted to the newly created position 
Consultant for the New York territory, the 
company recently announced. 

At the same time, Pass & Seymour an 
nounced that its New York territory would 
be expanded to include the present Phila 
delphia and Pittsburgh territories. Head 
quarters for this new territory have been 
established at the Pass & Seymour office. 
at 71 Murray Street, New York City. 

Aage Iversen, who has been district 
sales manager of the Pittsburgh and Phila 
delphia territories has been promoted to 
the position of district sales manager for 
the New York territory. 


Mahoning Valley Steel Co. 
Becomes GE Affiliate 


NEW YORK-~In order to obtain ade 
quate supplies of hot-rolled steel sheets for 
its products, the General Electric Co. re 
cently announced the purchase of the 
Mahoning Valley Steel Company of Niles, 
Ohio. 

In making the announcement, Charles I 
Wilson, president of General Electric said, 
“Under current OPA pricing policies in 
the steel industry, General Electric could 
tind no other way to obtain adequate sup 
plies of hot-rolled steel sheets to make con 
sumer products which are so urgently needed 
in the nation’s reconversion and housing 
programs. General Electric has no inten 
tion of going into the steel or other basi: 
materials industries. At least 90 percent 
of our requirements for steel of all kinds 
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will continue to come from other steel 
producers.” 


CHECK THESE CANNON ELECTRIC 


John P. Hosack who was vice president 
ind treasurer of the steel company has been _ | 
1amed president and treasurer of the new | S$ e EC | A LT t F $ K E + 0 R . Y 0 U RB U Y 
GE affiliate. Other officers who will con- 
tinue in the same capacity are George L. 





Wick, secretary, and Thomas C. Clingan 


assistant treasurer. CABLE TERMINALS 





Northwest W holesaler Type “R” Cable Terminals are sim- Type “SS” Sectional Cable Termi- 
Maves Te New Location ilar to Type “Ss” (at right) with the nals are designed primarily to make 
: exception of the single piece con- standard telephone terminals of any 

SEAT TLE-—Stusser Electric Company ot struction. Entire unit is molded phe- desired size above 6 pairs in addi- 
ihtn alte cameiiiie teal ta tis tree tesadlion nolic, 1-1/16 x 1-1/2 in. Available tional multiples of 5 pairs, using 
t 2246 First hci South. in 11, 16, 21 and 26 pairs. only 3 stock sections. 


A wholesaling firm for electrical wiring 
materials and appliances, Stusser Electric HOSPITAL SIGNAL SYSTEMS 


Company was formely located on Fourth DOOR LIGHTS 


Avenue in Seattle. IN AND OUT REGISTERS 





In announcing the move, Leslie Stusser, 


NURSES’ CALL SYSTEMS 


6 ve, 





president of the company, said that the new ee 


| 
bot | 


quarters are larger, more convenient and 
have a rail siding to facilitate the handlit 


of materials. 





TYPE HMW4 
. . . . 9 
Brazilian Distributor TYPE DN2 
Gets Shipment By Air Cannon Electric offers a complete line of hospital signal equipment, and in 


addition to the above illustrated items, there are available: Nurses’ Station 


Evidently Brazilians not only want Annunciator, Aisle Lights, Explosionproof and Vaporproof Switches, Nurses 


U.S.A, made lighting equipment but want Supervisory Stations, Silent Paging Systems, and Electro-Static Grounding 
it in a hurry. Recently, H. B. Goodwin, Intercouplers for hospital operating rooms. 


manager, Lumitile Division, BKurton-Rod 


vers, Inc., Cincinnati, started 13 boxes ot 
Lumitile from Cincinnati’s Lunken Air- 
port on the first lap of their air journey 

: . ba’ gs . LAMP SOCKETS FOOTRAIL ALARM SWITCH DOUBLE ACTING RELAY 
to Rio de Janeiro, Brazil. The 300 pound 
shipment, consigned to Instaladora Flores- 
cente, Lumitile distributors, went by Delta 


\ir Freight to Miami and from there by 
Pan American Air Lines to Rio 








Enameled Metals Co. ; 
Among the various electrical specialties now avail- 
able are Program Bell Transfer Panels, Holding 





Write for the C-46 Con- 


Announces Appointments paneer eden on 





Two new appointments to its staff wer Push Buttons, Pinch Buttons, Momentary Contact Signal System Bulletin 
recently announced by Enameled Metal Push Buttons, Recessed Push Buttons, Fire Alarm poten” “ae 
I ys ; < , als oe pe var. * oT: 2 Address Dept. L- ‘ 
Co. Basin: Da: Gadees GC: Sines teas been Boxes, Code Relays, and “Knight” Lights. 





made assistant to the president. A. A. 
Snowball was appointed sales manager. 


ia \CANNON ELECTRIC 


CANNON 


cecrRICKDEVELOPMENT COMPANY 


Mr. McIlroy was formerly sales manager 
for Enameled Metals and served as an 
ofhcer aboard a Destroyer during the war. 
Mr. Snowball was a PT Boat Squadron 


Commander during the war, He was form- 
erly associated with the Republic Steel | Canada & British Empire — Cannon Electric Co., Ltd., Toronto, Ontario © World Export 
Agents (excepting British Empire) Frazar & Hansen, 301 Clay St., San Francisco 11, Calif. 


3209 Humboldt Street, Los Angeles 31, California 





Corporation. 
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HERE'S WHAT THIS 


HANDY CARTON HOLDS 


2 XX30E 6 1ES 
1 XX22E 4 2ES 


nN 8 TE ; 4 


A NEW hearing aid battery assortment in 

A NEW compact display merchandiser with 

A NEW appeal for crowded counters at 

A NEW low price, attractive to all dealers . . . means 


A NEW profit-opportunity for you. 


This handier-than-ever display carton rings the bell for quick, 
steady sales to all types of dealers. Sized right ...only 5” x 8” 
. and priced right . . . costs your dealers only $5.23. It’s a 
natural for busy counters everywhere. There’s no sales resist- 
ance to this small, low-cost unit ... for a few pennies more 
than a $5.00 bill your dealers can break into the big, growing 
hearing aid battery market with an assortment that serves 
practically all popular vacuum tube instruments. 


Send for these FREE promotional helps 


Mail order cards imprinted with your name and 
address... catalog pages for your salesmen. ® 
Use the coupon below... NOW! e 
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Burgess Battery Company, Dept. 74, Freeport, Illinois 
Gentlemen: 


We want to send the following to our dealers—please send them at once. 


Imprinted Mail Order Cards______ Catalog Pages 
NAME . 
ADDRESS 
CITY ZONE STATE 


ee ee ee ee 


em em ee ees 


Farm Electrification 
Policy Set By E.E.I. 


NEW YORK — “About 4,100,000 farms, 
or three-quarters of all those occupied, are 
now either connected to power lines, or are 
within one-quarter of a mile from such 
lines,” Grover C. Neff, president of Edison 
Electric Institute recently declared in re- 
leasing a statement of the Institute’s policy 
on farm electrification. 

“There is a task in farm electrification 
not yet completed,” Mr, Neff said, “and 
because of its importance to farmers directly 
concerned, and to the national welfare, the 
Edison Electric Institute desires to make 
clear its attitude in this connection. Its in- 
terest in the matter is indicated by the fact 
that electric operating companies serve at 
retail about 60 percent of the connected 
farms, and through wholesale contracts 
supply a large part of the power used by 
the other 40 percent.” 

Edison Electric Institute, working through 
its members, will carry out the following 
policy. It will promote rapid and efficient 
extension of electric lines to farms not now 
connected, and increase the number of users 
of service along existing lines. The organi- 
zation will foster cooperation between ofh- 
cials of operating companies and rural co- 
operatives, for better understanding of 
questions arising when two distribution 
systems operate in adjacent territory. In 
addition, the group will encourage build- 
ing of each line extension by the company, 
REA cooperative or other agency in posi- 
tion to build the extension most econom- 
ically. Edison Electric Institute advocates 
connections between lines of companies and 
cooperatives, so that adequate wholesale 
power may be purchased by cooperatives at 
fair prices; thus making indefensible the 
use of federal money by REA and other 
yovernmental agencies to build generating 


plants or major transmission lines which 








SALES organization of John Pritzlaff 
Hardware Co., Milwaukee recently visited 
the Elgin, Illinois plant of McGraw Elec- 
tric Company's Toastmaster Products 
Division. The group made the trip from 
Milwaukee by bus and spent a whole day 
at the plant. 
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CHARLES WARDROP is now manager 
of the electrical dept. of the Salt Lake 
Hardware Co., Salt Lake City, Utah. Mr. 
Wardrop has been with the company for 
28 years. He is manager of the machinery 
division as well as the electrical dept. 





duplicate existing systems. Finally, the 
Institute will join in supporting research 
work, preferably through agricultural col- 
leges and experiment stations, to develop 
and adapt equipment for farm operations; 
cooperate with manufacturers in making 
such equipment available; participate in 
bringing to farmers, through agencies such 
as the Agricultural Extension Service, 
factual information of such equipment; and 
promote research to improve rural power 
service, and to increase the usefulness of 
electricity to the farmer. 

According to Mr. Neff, electric companies 
are expected to connect about 600,000 addi- 
tional farms in the three vears, 1946 to 
1948. Cooperatives are expected to connect 
another 600,000 and other agencies, about 


$00,000 farms during this period 


Union Supply And Electric 
Is Now Employee Owned 


CHARLOTTE, N. C.—T. A. Wilkinson, 
president of the Union Supply & Electric 
Company of this city recently announced 
that all outstanding stock in the company 
had been purchased to make it a com 
pletely employee owned firm. 

Mr. Wilkinson advised that the sales 
policies of the Company would remain 
unchanged although the internal set-up of 
the organization is being revamped _ to 
streamline its activities for greater service 
to the electrical trade. 

Che Union Supply was organized in 


May of 1945 with two employees in one 








AUTOGRAPH OF VALUE 





THE ALL- 
ELECTRIC UNIT HEATER 


The name Electromode on your plant Unit Heaters is assurance 
of economical heating available where and when it is needed 
without expensive piping, piping connections, insulation, and 
costly maintenance. Electromodes are easily and quickly in- 
stalled wherever circuit wires can be run. They are also simple 
to remove and relocate as need determines. Factory areas, stock- 
rooms, warehouses, isolated buildings, departments run over- 
time when central heating is qqseessstte 
off, are only a few places canst Mh 
whereElectromodeall-electric “Siny Ny Hil 

3 ; a nt 
Unit Heaters do the job bet- 4 
ter, giving greater value per ‘ 
dollar invested. 
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Patented Heating Ele- 
ment—no exposed hot wires 
or glowing resistors 
U. S. Submarines 


All hazards of fire, shock or 
explosion are eliminated with 
an Electromode installation. The sheathed heating element em- 
bedded in a one-piece finned aluminum casting is completely 


same as used to heat 


isolated from any external contacts; there are no exposed glow- 
ing resistors, no incandescent hot wires. All electrical energy is 
converted 100% into heat and no current is used when not “on.” 
Control may be manual or automatic. Many of your industrial 
customers need Electromode Unit Heaters now. 


ELECTROMODE CORPORATION, 61-12 Crouch St., Rochester 3, N.Y. 


Latest Bulletin 45-U and Heating Survey Form sent promptly upon request 


LECTROMODE 
lectriic Unit Heaters 
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Yes sir, Bronco Insulated wire is tougher than 
a wild cayuse. This long-life quality is built in 
by an exclusive “Western” process. 

When the wire is flexed the conductors inside 
the tough outer sheath actually more—like 


a champion boxer rolling with a hard punch. 


Always Test a piece of Bronco 


Specify —and feel the difference 


vee TP PAW e. 
INSULATED WIRE CO. 


1Q01 East Sixty-Second St. 
Los Angeles 1, California 
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small room on S. College Street in Char- 
lotte. At present it occupies more than 
5000 sq. feet of warehouse and office space 
on S. Mint Street in Charlotte and has 
twenty-four employees. Company salesmen 
cover all of North and South Carolina sell- 
ing to the dealer and contractor trade lines 
of electrical supplies, lighting fixtures and 
appliances. 


NEMA Publishes Revision 
Of Nat. Electrical Code 


NEW YORK — The National Electrical 
Manufacturers Association recently pub- 
lished a comprehensive analysis of the re- 
visions made in the 1940 National Electri- 
cal Code. These revisions are incorporated 
in the 1947 edition of the Code. The Asso- 
ciation announced that copies of the latter 
publication will soon be made available 
by the National Board of Fire Under- 
writers, 

The new National Electrical Code con- 
tains more new material than does any 
previous edition, it is reported. Included 
are two completely new articles, one on 
electric welders and one on machine tools. 
The Association pointed out that no less 
than eight articles have been entirely re- 
written and that many changes of con- 
siderable importance have been made 
throughout the Code. 

The analysis is in the form of a booklet 
containing 144 pages. Copies may be ob- 
tained from the National Electrical Manu- 
facturers Association, 155 East 44th Street, 
New York 17, N. Y. Single copies are 
priced at 50 cents each and 30 cents each 


for ten or more copies. 


Wickard Warns Co-ops 
Against Merchandising 


Claude R. Wickard, REA administrator, 
recently cautioned rural cooperatives against 
the hazards involved in merchandising 
electrical appliances. 

Mr. Wickard urged the REA coopera- 
tives to rely on local dealers to sell equip- 
ment and appliances. He said that the 


cooperatives would find this arrangement 


more satisfactory in the long run if the 
dealers would provide adequate servicing. 

He pointed out that although the sale 
of appliances by the cooperative would 
appear to be an easy way to make money 


and build load, the financial risks are so 


| great and loss of good will so real a danger 


| that the co-ops should not attempt it. 


| 


Mr. Wickard said, “Anyone not familiar 


with che many special problems in the 
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FULLMAN 


atrobe 


PRODUCTS 


WIRING SPECIALTIES 








F,. T. BRIEN, left, Graybar Electric Co., 
Seattle and D. J. McGonigle, Montana 
Power Co., Butte attended the recent 
plannning conference of the Business De- 
velopment Section, Northwest Electric 
Light & Power Association held in Seattle. 
Ur. Brien represented wholesalers at the 
conference. 


Outstanding Performance 
Keeps Latrobe Produets Sold 





Quick, labor-saving installation may frequently be the prim- 
ary factor in the sale of Latrobe Floor Boxes and wiring 
specialties, But its their uncommon fine performance 


that keeps them sold year after year. aw 








appliance sales field is bound to run into 
grief and headaches which can only detract 
from the effectiveness of the cooperativ: 
in carrying out its primary objective.” 


“A merchandising department has to 





stand entirely in its own feet and cannot 


’e supported by revenue derived from thx 


No. 252-R Floor Box 
Sturdy and practical Two Gang Box 
with No. 208 Receptacle in one sec- 
tion. One Cover Plate has '>” Brass 


Plug and one has 2” Brass Plug. 


sale of electric service,” he said 





No. 470 "Latrobe" 

Pipe or Conduit Hanger 
Convenient for hanging pipe or con- 
duit '2”, 34” and 1” to steel beams 
up to 344° thick—or for use is 
ground clamp. 


Distributor Is Chosen 


Rotary District Governor 


Frank W. Greusel, president of the Greu- 
sel Distributing Corp., wholesaler of house 
hold appliances, is serving as a Governor 


of Rotary International, a world-wide serv- 





ice organization. Mr. Greusel was one of 
158 District Governors chosen at the recent 
Rotary Convention in Atlantic City, N. J., 
to supervise the activities of Rotary Clubs 
in various districts. 

Mr. Greusel served at one time as a 
member of the executive committee of the 
National Electrical Wholesalers Associa- 
tion and as president of the Wisconsin 
Radio Refrigeration and Appliances Asso- 
ciation. During World War II, he was 
district manager of the War Production 
Board in Milwaukee. 


UN Headquarters Lighted 
By 5000 Feet Of 
Fluorescents 

LAKE SUCCESS, N. ¥ Any problems 
that are not solved by the Security Council 
and the Social and Economic Council dur- 
ing their meetings here will not be because 


f improper lighting, according to impart 








———_—--4 


Keystone Fish Wire 
Flat steel wire of high quality and 
properly tempered 





“Bull Dog" Insulator Support 


Quick and efficient for fastening por- 
celain or glass insulators to exposed 
steel framework 








No. 110 “Latrobe” 
Watertight Box 
Iron box body with 3!” round Brass 
Cover Plate. Shown with No, 208 
Receptacle and 207 Ball Nozzle. 





“Bull Dog” 
BX Cable Staples 


Excellent quality staples. Packed 
in Cartons, Kegs and Barrels 


/ 


el ened oY a eee ll me et al ee 


LATROBE . . . PENNSYLVANIA 
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FULLMAN MANUFACTURING Co. 
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HiF -* 99103 
3-Purpose Lamp Stan 
"Se 









furnished 
without 


Sun Lamp 
(Ultra-violet bulb) 








Therapeutic Lamp 
(Infra-red bulb) 


Flood Lamp 


(Photo-flood bulb) q 


Exclusive Patented Feature’ 


Instant adjustment to any height 
(39” to 60”) by patented slide 
fitting . . . no screws or thumb- 


nuts. 


Shade, 85° diam., 5° deep. Arm ex- 
tension, 18”. Heavy base, 102° diam. | 
Finish; base, upper stem and shade, 
black ripple; balance, polished chrome. 
Equipped with porcelain socket, feed- 
thru switch, 9/2 ft. cord set. Shipping 





ae 








weight, 20 Ibs. 
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Pioneers in Lighting Equipment... Since 1880 





IL LINOES 
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tial engineers who viewed the lighting 
installation. 

By using some 5000 feet of fluorescent 
tubing in the form of General Electric 40- 
watt, T-17 fluorescent lamps in the 4500- 
degree white color, a continuous “sky” of 
uniform and soft white light was built into 
the ceiling of each of the two auditoriums 
in what was formerly the Sperry plant. 

The 6000 square foot ceilings were cov- 
ered with a framework or “egg-crate” of 
white enameled louvres in conjunction with 


the fluorescent lamps. The louvre fins are 


| spaced and are of such depth that a direct 


view of the lamps is impossible from any 
angle less than 45-degrees. 

Variations in brightness are reduced to a 
minimum by the combination of white ceil- 
ing and louvres, closely spaced white lamps 
of low brightness, and the design of the 
louvre framework. The resulting light at 
reading level of about 55 foot candles pro- 
vides seeing advantage unusual in so large 
an auditorium. 

Special lighting for motion picture and 
television cameras is provided by twelve 
General Electric 1000-watt spotlights which 
are focused on the delegates’ and inter 
preters’ tables. These lights can be turned 
on and off by the cameramen from their 
special booth at the rear of the auditorium. 


The press gallery area is lighted by in 


| candescent lamps. In each of the four bays 


ELECTRIC 


there are six 100-watt incandescent lamps 
housed in 84-inch square lens reflectors. 
In converting the former factory into two 


auditoriums, an interesting adaptation of 








RECENT APPOINTMENTS to the Ilg 
Electric Ventilating Company's staff in- 
clude: upper left, J. J. Friedler, Southern 
district manager, who has been elected to 
the Board of Directors; upper right, G. C. 
Jelliffe, who has been named direct assist- 
ant to P. D. Briggs, vice president and gen- 
eral manager in New York; lower left, 
K. P. Ribble, now in charge of the Houston 
office; lower right, E. B. Bomar, now oper- 
ating the Phoenix office. 
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NEW HEADQUARTERS for the Elec- | 


trical Contractors Supply Co., Los 
Angeles, Calif., is this new building at 
4701 W. Jefferson Blvd. 


| 


| 





the original modern industrial lighting sys- | 


The had 


lighted with continuous wiring channels 


tem was made. factory 


spaced 13 feet four inches apart, employing 


two 100-watt fluorescent lamps in closed- | 


end RLM reflectors. Since the wiring chan- 


nels were continuous, a large saving was 


been | 


effected by using the existing troughs and 


Lhe 


reflectors were removed and a blank white 


Mogul bipin sockets. industrial 
cover plate placed over the troughs, which 
were respaced on 5-foot centers using exist- 
ing equipment. 


Phe 100-watt lamps were replaced with 


type 


+0-watt lamps equipped with GE Tulamp | 


instant start ballasts. Because of the mul- 


tiplicity of speaker and radio circuits in 


the halls, a GE radio interference filter is | 


mounted in the wireway with each pair of 


ballasts. There are hundreds of 
phones and speaker lines which run through- 
out the area, as well as radio pickup sys- 
tems which supply the 
radio stations throughout the world, 

The ceiling proper, finished in white 
icoustical tile, is 17 feet nine inches above 
the floor. The fluorescent lamp fixtures hang 


down about 12 inches below the ceiling, 


micro- | 


networks of 600 


and the bottom of the louvres, which are | 


six inches deep, is about 15 feet above the 


floor. 


Smith And Drought Join 
Los Angeles Distributor 


LOS ANGELES Associated Wholesale 
Electric Company of this city 
ounced that two new men have been added 
B. Smith has joined the 


to its staff. G. 


outside salesman, while 
John E, Drought is 
company’s order department. 

Mr. 
lectrical 
oining Associated Wholesale 


manager of a 


mpany as an 
t addition to the 


1 recel 


Smith is well experienced in the 


wholesaling business. 
I lectric, he 
was distributing house in 
Southern California. 

Mr. Drought was formerly in charge of 
the maintenance department of the Harvey 
Machine Company of Los 


Angeles. 


December, 1946 - 


recently an- | 


Prior to 


Gedney 
Fittings, 
SELL 


faster’ 


oO 
7 


iY 
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Not because we tell them so, but be- 
cause we have built user acceptance 
for GEDNEY fittings ON THEIR 
MERITS. This is important to whole- 
salers seeking stock lines which require 
little, if any, extra sales effort to move 
goods. GEDNEY fittings—a complete 
line, built of high grade malleable iron 
to exacting standards of design, fabri- 
cation, inspection and packaging— 
have been pre-sold to users in the entire 


electrical market. 


¢ 
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GEDNEY | 
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Consistent advertising to the trade in 
leading magazines . . . complete, easy- 
to-use catalogs and manuals . . . and 
modern merchandising combire to 
form buying attitudes in favor of 
GEDNEY whenever fittings are con- 
sidered. Point-of-sale effectiveness is as- 
sured by packages imprinted with the 
familiar all-over GEDNEY trade mark 
pattern. All packages are labeled for 
of contents for 


instant identification 


the convenience of user and jobber. 


If GEDNEY fittings are not yet on your shelves, 
send for complete literature and information 


SOLD 


ONLY THRU WHOLESALERS 





WRITE FOR NEW CATALOG TODAY 


GEDNEY ELEcTrRIC co. 


FOUNDRY, FACTORY & SHIPPING POINT: TERRYVILLE, CONN. 


RKO BLDG., RADIO CITY, NEW YORK 20, N.Y. 
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“SAVE UP TO 90% 


Yes, these great labor-savings . . . plus 
savings of about 50% on fittings and 
manufactured bends . . . are reported 
by the Buckeye Traction Ditcher 
Company, Findlay, Ohio. 

Here again is just another example 
of how well it pays to have a GREENLEI 
Hydraulic Bender on the job. Other 
users report 50°¢, 75%:, and up to 
90°o labor-savings, too. And the 
reason is simple! 

In but a few minutes, ove man can 
easily make accurate, smooth bends 


with a GREENLEI In pipe up to 4! 


LABOR TIME ON 
CONDUIT WORK 






with Greenlee Bender’’ 


rigid and thin-wall conduit, tubing, 
bus-bars. Compact, portable, simple to 
set up and operate right on the job! 
Give your customers all these facts. 
With today’s great labor and mate- 
rials shortages, contractors need this 
equipment...and they are buying it! 
Get your share of this business, write 
for complete sales infor- 
mation. Greenlee Tool a 


Company, Division of 


SIL os, 


Greenlee Bros. & Co., 
1852 Columbia Avenue, 


Rockford, Hlinois 





80th Anniversary 
1866-1946 






REGISTERED TOOLS 


GREENLEE 


YOUR SALES OPPORTUNITIES WITH THE GREENLEE LINE 


Hydraulic Conduit, Pipe and Bus-Bar Benders 


Pipe Pushers * Knockout Punches and Cutters 


Steel and Copper Tube Benders * Hydraulic 


* Radio Chassis Punches © Joist Borers 


Coble Pullers * Spiral Screw Drivers * Automatic Push Drills * Auger Bits * Expansive 


Bits © Bit Extensions * Draw Knives 
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Chisels and Gouges * And Many More. 


ELECTRIC 


Canadian Electrical 
Mfrs. Emphasize Sales 
Promotion 


NIAGARA FALLS, ONT. — Over 250 
delegates representing the leading Cana- 
dian electrical manufacturers recently at- 
tended the second annual meeting of the 
Canadian Electrical Manufacturers Asso- 
ciation at Niagara Falls, Ontario. 

In one of the major addresses during the 
convention, R. L, 
National Electrical Manufacturers Associa 


White, then president, 


tion of the U. S., told the delegates that an 
intensive industry-sponsored sales promo 
tion and public educational campaign is 
fundamental to the future of electrical 
manufacturing in Canada. 

Mr. White outlined the extensive pro 
gram carried on by N.E.M.A,. and said, 
“{ firmly believe there is a parallel, if not 
greater opportunity in Canada along the 
same lines. Sales promotion can be even 
more valuable to vou than it has been and 
will be in the United States.” 

Mr. White pointed to the great develop 
ment of Canada through the impact of 
war. He said, “While continuing to main 
tain its important position as a producer of 
raw materials, Canada is now one of th 
important industrial countries of the world 

Generally speaking, use of electricity 
as a labor saver on the farm and in th 
home has not developed as much as it has 
in the United States. Canadian manufac 
turers, therefore, have a considerable edu 
cational job to do on some types of hom« 
appliances and on farm electrification pro 
grams. Your association is doing a real 
job in adequate wiring which is the foun 
dation for all development programs.” 

After outlining the broad sales promo 
tion programs carried on by the various 
sections of N.E.M.A., Mr. White again 
emphasized the great importance of thes 
programs. 

Another major address was presented to 
the representatives by R. G. Cavell, vice 
president, Phillips Electrical Works, Ltd. 
and the Automatic Electric, Ltd. “Business 
cannot grow in chaos,” Mr. Cavell de 
clared. “Under stable conditions business 
is the first thing to shrink and die, and 
with it dries up the life blood of the people.” 
Hle urged business to take a more active 
part in world affairs. “The Dominion’s 
dependence on export trade is only on 
reason why Canadians cannot afford to 
disregard world trends,” he said. 

The next vear will be the most momen 
tous in history because world leaders will 
be compelled to clarify their own thinking, 
which will decide whether we plunge into 


a war of extinction or find the foundation 


for a lasting peace 

“Businessmen cannot afford to allow such 
vital decisions to be reached without taking 
our part in their formation, Neither can 


we, except at our 


[ very great peril, ignor 


those ideologies, both economic and _ poli 
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GEORGE T. BRYANT was recently ap- 
pointed manager of major appliance sales 
for the Graybar Electric Co. Mr. Bryant 
joined Graybar in 1935 and was formerly 
assistant merchandising sales manager. He 
will be located at Graybar Headquarters 
in New York City. 





tical, whose philosophies so profound 
affect world thinking toda 


“We 


devote our vast productive potentiality not 


want a world in which we can 


to mass destruction but to the pressing 


problems of human betterment and securitv. 


Not only war between nations must be 


eliminated, but the deplorable rents in 


national unity which make it impossible for 
alleviating 


business to play its part in 


suffering, and creating conditions o! 
stability. 

“Our way of life is based on free ente 
prise and is absolutely dependent on vast 


We 
the one thing most vital. We must bring 


production. have everything except 
into being a new concept of the relationship 
of capital, management and labor. Only 
genuine cooperation will produce the vol 
ume of goods and services our system must 
have to keep it healthy.” 

¥. S. Kee han, 


department of Canadian 


manager of the supply 


General Electric 
lected president of the 
association at its annual 
Mr. Keenan 


Canada’s electrical manufacturing industry 


Co., Toronto, was «¢ 


. ° 
DUSINESS SeSSION 


told the that 


dele gates 


has been producing at double the pre-war 


rate during 1946, despite acute shortages 


of raw materials. 
Ihe months ahead will be very import 


ant to the electrical manufacturing indus 


tr ee he 


np! 
Ipplies 


said. “Once wages, labor, material 


and other tactors are set and 


stablished on a sound and workable basis 


the industry will make very rapid strides. 


Despite the high production figures in 
the post war period as compared with pre- 


ir vears, the industry is still faced with 


1946 


December. 














4e DISKONECT 


Its Off —or Ou—ta au Tuctaut 


Click! It’s as easy as that to remove 


the’ Goodrich Diskonect Reflec- 
tor. By pressing the simple trip 
latch, the reflector, socket and lamp 
are released as a unit. 

And, it’s as easy to attach. Just 
press the reflector back into the 
hood. When it clicks, it’s locked— 
and #t lights. There's no twisting, 
tugging or forcing. No tools 


“come-apart” construction permits 
cleaning of all parts separately. 
Easier, more thorough cleaning 
makes it possible to maintain full 
lighting efficiency at all times. 
The Goodrich Diskonect is the 
simplest detachable reflector ever 
made. It is finished in permanent 
porcelain enamel; available in a 
variety of styles and 


sizes. 


needed. What's more,complete RLM) W rite for information. 


Off again. . 





clean again... 








| 
-_ 7 




















SNAP IT OFF! One hand does 
it with thumb pressure on the 
spring-set latch. 


the reflect 
every part 


WASH IT! You can immerse 
7 compl tely 


LDOVOURDLY. 





SNAP IT ON! Just pres 
Hector back into the hood. 
lights as it lock 


—C1CAN 
Ly 


Sold Through Electrical Wholesalers 





4600 BELLE PLAINE AVENUE, 


- ELECTRICAL WHOLESALING 


CHICAGO 41, ILLINOIS 


re 


It 


the pent-up demand resulting from. six 
years of concentration on war production,” 
he added. 

Other officers elected during the business 
session included: Vice presidents, A. S. 
McCordick, Maloney Electric Co. of Can- 
ada, Ltd.; L. F. A. Mitchell, Canadian 
Westinghouse Co., Ltd.; G. W. Lawrence, 
Sangamo Company, Ltd.; Treasurer, L. E. 
Messinger, Canadian Line Materials, Ltd. ; 
Secretary, H. L. Wright, Curtis Lighting 
of Canada; New directors, T. W. Brackin- 
reid, Phillips Electrical Works, Ltd.; W. 
R, Greenshields, Canadian Triangle Wire 
and Cable Co.; J. H. Hale, Hale Brothers, 
Ltd.; M. B. Hastings, Power Lite Devices, 
Ltd. 


Mine & Smelter Supply 
Names Branch Manager 
SALT LAKE CITY—The Mine & Smel 


ter Supply Company of this city recently 
announced that George T. Brady had been 
advanced to the post of branch manager of 
the electrical department. Mr. Brady’s new 
duties will include jurisdiction of the sale 
of all electrical supplies and equipment. 
Mr. Brady joined the company 19 years 
ago in Salt Lake City. The Mine & Smelter 
Supply Company has its headquarters in 





Denver, Colorado. 





L know theyre good... — 
theyre KLEINS 


‘Tp you've ever worked on a pole 50 feet in the air 

with the wind whistling around your ears, you 
know why linemen need good tools. That’s why 
there’li always be a pair of Kleins in my tool belt. 
I know they’re good.” 

Yes, to the men who install and maintain the na- 
tion’s power and communication lines there is only 
one kind of pliers... Kleins. There’s a sound reason 
for this overwhelming preference. For linemen and 
electricians—men who know good tools—also know 
of the quality materials and handcraftsmanship that 
go into every pair of Kleins. To them this excellence 
means speed, efficiency and safety on every job. 

The complete line of Klein Pliers is in full produc- 
tion but demand still exceeds supply. Your supplier 
will fill your order as soon as possible. 





























A copy of the Klein Pocket Tool Guide, shou 
ing the Klein line and containing valuable 
tool information, will be sent on request. 


WEEE & Sons 
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NEW SALES MANAGER for the 
Ideal Industries, Inc. is Ward R. 
Schafer. Mr. Schafer was vice president 
in charge of sales for Edison General 
Electric (Hotpoint) Appliance Co. be- 
fore joining Ideal. 
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MEMBERS of the inside organization of 
the United Electric Supply Co., Salt Lake 
City, Utah include: Left to right (front 
row), June Cross, bookkeeper; Don Flora, 
truck driver; Charles Searle, warehouse 
man; (back row), W. 8S. Cowley, price and 
quotation clerk; S. Y. Latkin, partner; 
Charles Critchley, partner; Jack Posell, 
counter salesman, and Max Jorgensen, 


shipping clerk. 





Railway Express Agency 
Announces New Rates 
NEW YORK—The new scale of express 
rates which recently became effective at all 
23,000 offices of the Railway 
Agency is expected to permit the company 


Express 


to hasten its program of rehabilitating war- 
worn equipment and make it possible to 
restore express service to the high pre-war 
standards. 

Based on a recent decision of the Inter- 
state Commerce Commission the new rates 
represent increases which, it is hoped, will 
permit the Express Agency to meet the 
higher wage scales which have been in 
effect since January 1, 1946 and to offset 
the higher costs of materials, equipment 
and rents. 

The new rates represent an increase of 
20 cents per 100 pounds on first class and 
15 cents per 100 pounds on second class 
rates; with increases in minimum and 
graduated charges for packages weighing 
less than 100 pounds. No increase is pro- 
posed on rates for daily newspapers, milk 
and related products. 


Sales Executive Opens 


Manufacturers’ Agency 
NEW YORK-John H. Hurley, former 


sales executive of the Johnson Wax Com- 
pany, Racine, Wisc., recently announced 
the establishment of his own manufacturers’ 
sales agency in New York City. 

Prior to joining the fohnson Wax Co., 
Mr. Hurley was a field sales executive with 
Sylvania Electric Products Corp, in New 
York and Chicago. 








@ Here's Sales Fash ~ 
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mip 204 . 
chat a 
fore Ratt ' pets 
aod «< 
This is a reduced re- \ 4 ae 
production of afour- \ on. of Oo 4 Ag 
color advertisement may bare = company 
(also in black-and- pares by 
> ‘ th es 
white), thot will be chen 


featured in many 
national publications 
during November 
and December 


\ yyvith 


To tell the Rittenhouse story of Tone, 
Style and Engineering leadership to more 
than 155,458,065 readers, Rittenhouse 
has contracted for the tremendous ad- 
vertising power of one of America’s 
greatest batteries of big-circulation Mag- 
azines and Sunday Newspaper Magazine 
Supplements! 

Frequent big-space insertions, coupled 
with the appeal of black-and-white, roto- 
gravure and full-color art work will con- 
“See Your Rittenhouse 


to create easier, faster Ritten- 


stantly suggest 
Dealer” 
house Chime sales in cities, towns and 


hamlets, alike. Turnover will be more 


*Tie up with this money-making 
_ opportunity. Contact your Ritten- 
_house jobber NOW or write 
, Rittenhouse direct. 
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falls 


WQUSt 


RITTENHOU 


Rittenhouse 
Door Chime 


Advertisements 


ecocceoec eo ce ce £0 bwlid 
EXTRA VOLUME 
EXTRA PROFIT 


The Biggest, Most 


~ »,\ Powerful and Penetrating 


ma Consumer Advertising 
» Schedule ever used for 
continuous promotion of 


Door Chime sales. 


rapid; profits more handsome than ever! 


Here's the Rittenhouse line-up of big- 
readership National Magazines and Sun- 
day Newspaper Magazine Supplements: 


LIFE—SATURDAY EVENING POST 
— AMERICAN HOME —McCALL’s — 
GOOD HOUSEKEEPING — HOUSE 
BEAUTIFUL—BETTER HOMES & 
GARDEN—HOUSE AND GARDEN— 
N. Y. TIMES MAGAZINE — ELEC- 
TRICITY ON THE FARM—COM- 
BINED PICTURE MAGAZINES OF 
25 MAJOR SUNDAY NEWSPAPERS. 


Phe Rittenhouse Co... Ine.. 12-36 East Street, 
Honeoye Falls, New Y ork 


Chimes by 





Paige vee se” ne oe ae" 





The New Home 


f Ratt 


PRODUCTS _. 


Lloyd appreciates the patience and forbearance 


you have shown when overloaded manufactur- 
ing facilities slowed down delivery of Lloyd 
Flex-Loe Lamp Holders and Lloyd Automatic 
Starters. We are now at home in this large mod- 
ern plant, where greatly increased facilities will 
make possible greater service to all our custom- 
ers . . . service which we hope will mateh in 
quality the matehless Flex-Loc Lamp Holders 


and Lloyd Automatic Starters. 
LLOYD POLICY INSURES QUALITY 


651-F 
FLEX-LOC Lamp Holder 


(utomatically — self - adjusting. 
Engineered to fit ALL STAND- 
ARD spacings. POSITIVE 
AUTOMATIC LOCK. PER. 
FECT ELECTRICAT CON. 
TACT, Brass contacts — grip 
BOTH = sides of lamp pins 
securely. 
listed and Approved by 
l nderwriters’ Lab., Inec., and 

Canadian Standards Assoc., App. Division 


b.T.L. Test Report 314454 Availabl 
Patented-Other patents pending 





Ps-10 
AUTOMATIC. Starter 
CUTS OUT deactivated or flick- 
ering lamps. CUTS OUT current 
to lamp and ballast. Increases life 
of lamp and ballast. 


Listed and Approved by 
Underwriters’ Lab., Ine 
Certified by E.T.L., Spee 

Pat. Nos. 2200443 10 





LLOYD PRODUCTS CO. 
PROVIDENCE 5 RHODE ISLAND 


Branch offices and Warehouse Stocks in 27 Leading Cities 
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W.C. LOUNSBURY, JR., formerly man- 
| ager of the lighting department of the Lake 
| Superior District Power Co., has joined 

the lighting division sales department of 
| Sylvania Electric Co. Mr. Lounsbury was 

a prize-winner in the National Utility 
| Lighting Contest sponsored by the Edison 

Electric Institute. 





oe Electric Products 
Announce Personnel 
‘Changes 


DETROIT — Bulldog Electric Products 

| Company of this city recently announced 
|changes in assignment for three of its 
staff. F. E. Bush and Don C, Thomson have 

| been made field engineers. C. Lynn Wright 
has been assigned to the Philadelphia office. 

Mr. Bush was doing field engineering for 
a large Mid-Western electrical wholesale: 
before joining Bulldog. Mr. Thomson was 
an electrical maintenance engineer with 
Aeroproducts Division, General Motors 
Corp. before joining Bulldog. Both Mr 
Bush and Mr. Thomson are assigned to the 
Cincinnati Branch office. 

Mr. Wright has recently rejoined Bull 
dog after four years in the Army. He was 
located at the Kansas City Office befor 
serving in the armed forces. 


Service Policy Is Best 
Public Relations Tool 


By means of a printed booklet setting 


forth its service policy, the Proctor Electri: 
| Company, Philadelphia recently empha 
sized that “customer satisfaction is the back 
bone of any business.” In announcing its 
| new policy the company said that the best 
public relations tool a manufacturer, dis 


| tributor or dealer can have is quick, com- 
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petent and economical repair service on the 
products it sells. 

The customer-satisfaction-service-policy 
booklet outlines certain minimum service 
standards and guarantees for the products 
of the Proctor Company. 

Under the new policy Proctor will serv- 
ice appliances within twenty-four hours, 
clean and test appliances, inspect them for 
defects, repolish them after inspection and 
reservice them without cost if appliances 
are returned as unsatisfactory after serv 
icing. Repairs beyond the guarantee period 
will be at standardized costs. Loan appli- 
ances will be available should repairs be 
delayed. Service stations will maintain 
sufficient stock of parts to repair all tvpes 


ot Proctor appliances. 


Lamp Life Rating Increases 
Obtained At Nela Park 


CLEVELAND — General Electric Lamp 
Department, Nela Park have recently ar 


nounced increased life ratings for three 
Huorescent and two germicidal lamps 

The lamps were originally announced 
with lower life ratings and officials of the 
company point out the present increases 
represent an additional dollar value to con 
sumers since the lamp price now buys mor 
burning hours than when the lamps wet 
first made available. 

The 6, 8, and 13-watt fluorescent lamps 
have new life ratings of 2,500 hours as 
compared with former 1500 hour ratings 


Principal uses of these lamps are in hom 








PACIFIC COAST manager of the Bryant 
Electric Co., Bridgeport, Conn. is the new 
position for Robert L. Gill, Jr. Mr. Gill 
has been associated with the electrical in- 
dustry since his graduation from the Uni- 
versity of Nebraska in 1931. He joined the 
Bryant Company in 1937. 










POULTRY 
TIME 
SWITCH 





Paragon 


A low price switch with evening dim- 
ming feature. The new PS-30 is a worthy 
running mate for the Paragon PS, suc- 
cessfully used by thousands of poultry 
men. A precision-built, rugged, depend- 
able switch. Authorities have proven 
that both morning and evening lighting 
greatly increases egg production per 
pound of feed. 


This Is the Season to Cash In! 


Large quantities of the new PS-30 and ba materials for 1 
tities are now in Paragon stocks. Recent enlargements in plant modernized 
manufacturing methods . ind fortunate position as to availability of raw 
materials enable Paragon to make quick shipments ind toemake saving 
in manufacturing costs reflected in the new low price. However, food short 
ages indicate huge demands for poultry switches to increase egg | tion 
Help the Farmer lower his cost by getting more eggs per pound of feed. Be 
prepared to meet this demand. Order your poultry time switches n 
Paragon designs and manufactu ’ itrols for 


PARAGON ELECTRIC. COMPANY 
1630 TWELFTH STREET 
TWO RIVERS, WISCONSIN 





bs 


y 

~ 

“Mr. TOPS” 
Paragon 


Symbol of 
Top Quality 
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IS THE LAST WORD IN RENEWABLE 
Fuse DESIGN... CONSTRUCTION 
AND EASE OF ASSEMBLY... THERE'S 
NEVER BEFORE BEEN A FUSE LIKE IT! 












YOU'RE ALWAYS | 
RIGHT... 


YOU CAN'T 
ASSEMBLE IT 
= WRONG 


mth WRITE FOR DETAILED CATALOG 





WIRE «+ CORD SETS 
CARTRIDGE and PLUG FUSES + FUSTATS 
TROUBLE LIGHTS * CHRISTMAS LIGHTING SETS 


ROYAL ELECTRIC CO., Inc., PAWTUCKET, R. 1. 








bedlamps and pin-up lamps and as small 
inspection lamps in commercial and _ in- 
dustrial applications. 

The 4 and 8-watt germicidal lamp life 
ratings were also raised to 2,500 hours. 
Specialists said these new ratings range 
higher than 50 percent above original life 
ratings for these lamps. These small germi- 
cidal lamps are in use where ultraviolet 
radiation is helpful for product protection; 
to prevent spoilage; to maintain steriliza- 
tion; to control the rate of fermentation; 
and to inhibit mold growth. 


Lighting Fixture Maker 
Names New Representative 

ST. LOUIS, MO.—The Edwin F. Guth 
Company, St. Louis, recently announced 
the appointment of Charles C. Munroe, Jr. 
as its direct representative in the Michigan 
territory and the Toledo, Ohio area. 

Mr. Munroe has been associated with 
the electrical industry for the past 16 years. 
He has served with two wholesale supply 
houses in Detroit, namely the Electrical 
Specialties Company and the Fife Electri 
cal Supply Company. During the war 
vears, Mr. Munroe, who is married and has 
three children, did all the electrical buying 
for the Ford River Rouge plant expansion 
and later for the Willow Run Bomber 
plant. 

Mr. Munroe is a member of the Illumin 
ating Engineering Society, Michigan Chap 
ter, Electrical Association of Detroit, and 


| the Industrial Flectrical Engineering 


Society. 


Radix Wire Co. To Move 
Into Larger Quarters 


CLEVELAND — Radix Wire Company 
recently announced that it expects to move 
into larger quarters at 2800 E. 55th Street, 


| Cleveland on January 1, 1947. 


The move was prompted by a need for 
more space in which to install additional 
machinery. Radix Wire Company is manu 
facturer of “Radibestos” wire. 


Cable Manufacturer Opens 
Indianapolis Sales Office 


The Okonite Company, Passaic, New 
Jersey recently announced the establishment 
of a new sales office at 417 Merchants Bank 
Building, Indianapolis 4, Indiana. 

John L. Marsh has been placed in charge 
of insulated wire and cable sales at the 
new office. Mr. Marsh, who has recently 
returned from service in the U, S. Navy, 
was formerly located in the company’s 


New York office. 
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APPOINTMENT of Fred D. Wilson as 
general sales manager of Operadio Mfg. 
Co., St. Charles, Ill., was recently an- 





nounced. Mr. Wilson has been associated 
with Operadio for several years, in charge 
of jobber sales of the company’s commer- 
cial line and trade-marked equipment. 





Snoots To Represent 
Wiremold In Southwest 


Wynne Snoots, who has been associated 
with the electrical industry for over 20 
years, was recently appointed representa- 
tive by the Wiremold Company, Hartford, 
Conn., for its Texas and Oklahoma ter- 
ritory. 

Mr. Snoots started his career in the elec- 
trical industry as a partner in the Kirby- 
Snoots Electric Co. in 1922, He represented 
the Arrow-Hart & Hegeman Electric Com- 
pany in the Southwestern territory for eight 
vears. In 1938 he purchased an interest 
in the Nelson Electric Supply Company 
of Dallas, where he served as vice presi- 
dent and sales manager. He was commis- 
sioned in the U, S. Signal Corps in January, 
1943, and served in the Southwest Pacific 
before his release on February 14, 1946. 

Mr. Snoots succeeds O. T. Jenkins, who 
recently retired after 25 years as Wiremold 
representative in the Texas-Oklahoma ter- 
ritory. 


New Location for Appleton 
Electric In New York 


Appleton Electric Company, Chicago, 
Illinois, manufacturers of Appleton unilets 
and conduit fittings, reelites and other elec- 
trical products, recently announced that its 
New York offices are now located at Room 
570, 50 Church Street, New York 7, N. Y. 





SHERMAN Announces an 
IMPROVED CAST ALUMINUM 


ARMOR ROD CLAMP 





Catalog No. R101 


— For Copper Tap 
Connections 


A pure copper liner 
is bonded by a spe- 
cial process in small 
groove. 


LARGE GROOVE: 


#6 to #1/0 ACSR 
over Armor Rods 


SMALL GROOVE: 
With Copper Liner 
#8 to I! stranded 

copper 
#8 to #2A Copperweld 
Standard Package 
quantity—100 





IS 











Catalog No. R102 
— For Aluminum, 
Amerductor or Gal- 
vanized Steel Strand 
Tap Connections. 


LARGE GROOVE: 


#6 to #1/0 ACSR over 
Armor Rods 


SMALL GROOVE: 

#6 to #1 ACSR 

#1IOSCG to #25CG 
Amerductor 

#9 Solid to 3/8'' Gal- 
vanized Steel Strand 

Standard Package 
quantity—100 














Ask for 
Bulletin 25 


UNIQUE INTERLOCKING 
CONSTRUCTION ELIMINATES 
NEED OF REMOVING 

BOLT TO INSTALL 


Linemen like these improved new 


Sherman Armor Rod Clamps. 


Clamp bodies are a special silicon 
aluminum alloy having exceptionally 
high tensile strength and corrosion re- 
sistance. Full size ¥%” galvanized steel 
carriage bolt with large nut and lock 
washer. Interlocking fingers enclose 
armor rods in full grip. 


The construction of this clamp permits 
installation without removing nut or 


bolt. 
Order a stock today. 


H. B. Sherman Mfg. Co. 


BATTLE CREEK, MICHIGAN 


oh ELECTRICAL CONNECTORS 
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inter-Communication 
That Is Made By 
A Reputable 
Manufacturer For.. 


, .Jobbers 
a _Who Valve 








f Their Reputations 


The active and fast growing demand tor 
Talk-A-Phone Inter-communication is founded on 
the solid bedrock of perfection in construction and 
efficient operation proven by ten years of dependable 
performance. 

Prices are held at a low level of economy by ad- 
vanced manufacturing facilities and volume produc- 


ction. 


Sales are profitable. Customers are thoroughly Sat- 


ished. 


Talk-A-Phone 


is nationally advertised and recognized as inter-com- 


munication that “Has Everything.” 


A unit tor every requirement, 5 to 100 stations. 
Packed ready to ship. Sold exclusively through the 
jobbing trade. Sales rights protected by a rigid job- 
ber’s policy. Send for catalog and sales promoting 
literature created CO boom your inter-communication 


business. Address Dept. IA. 





Talk-A-Phone Co. 


1512 S. Pulaski Road Chicago 23, Il. 





.$250 Award Offered For 
Best Lighting Layout 


MINNEAPOLIS, MINN. — In order to 


make its new show room as attractive and 


protessionally practical as possible, Cotie, 
Fleming & Associates, manufacturer’s rep- 


resentatives, recently launched a contest 
for members of the electrical industry to 
submit their suggestions for a lighting lay- 
| out for the new room. 


The idea for the contest, which offers the 
| winner a $250 cash award, originated when 
Cotie, Fleming & Associates decided to 
move its office and lighting fixture display 
| room to larger quarters in the same build- 
ing where it has been located, Foshay 


Towers, Minneapolis, Minn, 


Fred Binder Elected 
President of Sun-Lite 


Sun-Lite Manufacturing Company, De- 
troit, Mich.., recently anno inced that Fred 


Binder has been elected president and ge¢ 
|eral manager of the company. Mr, Binder 
is well known to the electrical indust: 
and has been associated with it for nearl 

| twenty-five vears 
Sun-Lite Manutacturing Company is tl 


successor to the Lincoln Manufacturi! 


| Company of Detroit, fixture manufacturers 
| for more th Im a quarter of a century. 
Manv of the executives associated with 


Lincoln are now with Sun-Lite Mar 
turing Company. Paul C. Kutschk: 

was production scheduling manager at 
Lincoln, is now in charge of assembly and 
finishing department for Sun-Lite. Stanle 
P. Salach, who was assistant sales manage: 
in charge of development and advertisi: 
for Lincoln, is now doing the sam 


Sun-Lite. 


Solar Names Vice Pres. 
And Chief Engineer 


Solar Light Manufacturing Company, 
Chicago, recently announced the app: 
ment of J. A. Hodges as vice president in 
charge of sales, and Bernard Lazerson as 
chief engineer. 

Mr. Hodges has been associated with the 
electrical industry for over twenty vears 
and was for many vears afhliated with th 
lamp department of the General Elect 
Company. 

Mr. Lazerson joined ar Light Ma 
facturing Company in 1933 Kondt is secretary 
1] 


of the company as well as chief engineer. 
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Complete Fluorescent Line 
Available In 4500-White 


Because of the popularity of the new 
4500-white color for fluorescent lamps, the 
General Electric Company's Lamp Depart- 
ment recently made the company’s complete 
line of fluorescent lamps available in the 
new color. 

According to General Electric lighting 
engineers at Nela Park, Cleveland, Ohio, 
the new color is a balance between the 
present white and the daylight colors. The 
4500-white color is sufficiently near day- 
light to meet the ordinary needs for color 
discrimination, and is at the same time 
‘.arm enough in tone to be pleasing for 
indoor illumination uses. Colors of most 
materials will appear more natural under 
the 4500-white lamp, the lighting specialists 
claim. 

The new 4500-white color is available 
in all regular General Electric fluorescent 
lamps from 6-watt to 100-watt and in the 


four sizes of slimline fluorescent lamps. 





ASSOCIATION NEWS 


BALTIMORE-The Electrical Manufac 
turers Representatives Association, Inc. of 
Baltimore, Maryland, held its Annual Holi 
day Party at Hotel Stafford Ballroom, 
Tuesday, December 17. The committee se- 
cured, as speaker, Father John Sinnott 
Martin of St. Vincent de Paul Church. The 
\ssociation had as its guests the heads of 
the various electrical jobbers in the Balti- 
more area. Tickets were $3.50 each, which 
covered cocktails and luncheon 

It was announced that an outstanding 
fluorescent show is now open to the public, 
admission free, in the Marvland Academy 
of Sciences in the Enoch Pratt Free Library, 
Cathedral and Franklin Streets. The ex- 
hibition is called The Realm of Fluores- 
cence and is a “demonstration of fluores- 
cence, phosphorescence and ultra violet 
light.” There are also a number of exhibits 
of fluorescent lighting equipment and other 


products that have fluorescent properties 


CHICAGO—The Women’s Division Studs 
Group of the Electric Association of Chi- 
cago started the new season with its Octo- 
her 15th meeting, when 83 members were 
in attendance. Elizabeth Stedman Harris 
of the firm of Stedman-Harris, member of 
the National Board of Governors of the 
\merican Institute of Decorators, opened 
a series of talks on the subject of Interior 
Decoration. 

At the October Dinner Meeting of the 


Women’s Division 178 members and guests 











ENABLES FLUORESCENT 
LAMP USE ON D.C. CIRCUITS 


The Ward Leonard Fivorescent Lamp Plug-In resistor is 
a self-contained unit that permits the satisfactory use of 
fluorescent lamps on D. C. circuits. No wiring is re- 
quired. The resistor piugs into the lighting outlet. Send 
for bulletin No. 26 which describes the resistors avail- 


able and the data to aid in ordering 


No wiring required. SS 
Jus? olug it in. 








RELAYS ¢ RESISTORS + RHEOSTATS 


Electric control _ devices since 1892 


WARD LEONARD ELECTRIC COMPANY 


101 South Street, Mount Vernon, N. Y. 
| OFFICES IN PRINCIPAL esveus 
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THE BEST IN 


Porcelain on Steel 


REFLECTORS 


The JONES -ABOLITE plant is 
again being enlarged and 
cnother continuous furnace of 
latest improved design and 
with greatly increased capacity 
is now being installed to meet 
the ever growing demand for 
ABolite reflectcrs and other 
porcelain on steel products. 


In this plant ABolite reflectors 
cre made completely in all 
standard types for industrial 


lighting. The steel shapes are pressed and drawn in dies to correct and 
uniform proportions and finished with the highest quality porcelain enamel 
with the essential characteristics to insure a smooth, durable and highly 
reflective surface. For the best—recommend and use ABolite—The Old 
ReliABle. Sold exclusively through eiectrical wholesalers. 











new “Yriction-Set” 


FIXTURE HANGER... 
That Adjust With a Twist of the Wrist! 


At last you can get a Fixture Hanger that turns to 
any angle after being screwed to an outlet box. 
Although base and receptacle remain stationary, 
hanger arms may be turned to align with any 
preconceived lighting plan. Exclusive Friction Ring 
firmly holds fixture in selected position. Hanger 
screws on to 34” or 4” outlet boxes, no other 
fastening necessary. Furnished complete with re- 
ceptacle, two 5° chains, hooks and cord clips. 


Friction-Set K100 . . . List Price $1.10 


r Bulletin K. 


SIMPLET ELECTRIC 


123 N. Sangamon Street 
112 Chariton Street 






COMPANY 


@ Chicago 7, Illinois 


@ New York 14, N.Y. 








witnessed a Fashion Show by Harriette B. 
Frank, Millinery Stylist. 

It was decided at a recent meeting of the 
Executive Committee that a Good Will 
Committee should be appointed. Lanna 
Long of Hyland Electrical Supply Com 
pany was elected to the chairmanship of 


this committee. 


DETROIT—The members of the Electrical 
Association of Detroit were invited to at 
tend a dinner meeting of the Illuminating 
Engineering Society to hear Dr. Matthew 
Luckiesh, director of the G. E. Lighting 
Research Laboratory at Nela Park, speak 
on the subject of “Germicidal Radiant 


Energy.” 


1dequate Home Wiring Program 
7 g g 


Burr H. Allen, manager of the Adequat 
Hlome Wiring Program, announced that 
the Adequate Wiring Specification booklets 
are now off the press and are available for 
distribution. He also announced that the 
“Program” is rapidly progressing and that 
ground work is being laid for the big push 
toward a lot of “certified” homes as ma 
terials become more plentiful and building 
speeds up. Builders are being educated col- 
lectively through the Builders Associatio1 


and singly by personal contact. The hom 
















Electrical 
Camneciors 


THEY'VE GOT 


EVERYTHING! 

SIMPLICITY 

No special tools 
CERTAINTY 

Installed for keeps. 
APPROVED ~ 

Underwriters’ cand 

Canadian 
STRENGTH 


Six times more than 
required 
ACCEPTANCE 


Used everywhere! A 


Write for 
48-Page Illustrated 


Catalog 





COPPER TUBE 
& PRODUCTS, Inc 


CINCINNATI OHIO 
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planning department of one of the Detroit 
downtown stores is cooperating with the 
association by referring its customers to the 
Builders Association for a recommended 
builder. These prospects are being  in- 
structed as to the manner in which the 
Electrical Association can be of assistance 
in wiring layouts and the value of “certi- 
fied” wiring. The Detroit Insuring Office 
of the Federal Housing Administration has 
been advised of the program. They are 
also in accord with this program to educate 
the home buyer in the proper evaluation 
of improved mechanical equipment and 
wiring. 

The Planned Illumination classes, being 
held by this association each Thursday 
Evening for the past two months has had 
about 160 registrations—the biggest class 
on any subject in the entire years of the 
association’s educational efforts. The next 
subject of the Planned Illumination course 


to be taught will be “Sales Training.” 


NEW ORLEANS — The Electrical Asso- 
ciation of New Orleans reports that the 
recent Home Appliance Show was a great 
success. This five-day Electric Show, the 
first in New Orleans over a period of ten 
years, occupied the entire two sections of 
the immense auditorium and remained 
opened daily from 2:00 p.m. to 10:30 p.m. 
Displays varied from electric dishwashers 
and garbage disposers to the latest devel- 
opments in “frequency modulation” radios 
and phonograph combinations. Complete 
bedrooms, kitchens, laundries and the like, 
equipped with the latest devices for modern 
living, dotted the floor. Thousands of elec- 
trical labor-saving servants, designed to 
take the drudgery out of everyday house- 
keeping tasks, were on display in the 86 
exhibits of the Electrical Association of 
New Orleans Home Appliance Show, The 
attendance totaled, in round numbers, 
54,000. 

District Attorney Herve Racivitch, repre- 
senting Mayor deLesseps S. Morrison, 
opened the show with a _ brief address 
at the conclusion of which he turned on the 
big flood of lights by pushing a_ button 
which furnished electricity to the various 
displays. An excellent “floor show” was 


presented every night. 


MINNEAPOLIS—William A, Ritt, secr« 
tary-manager of the North Central Electri- 
cal Industries, spoke oi the subject “Con- 
ditions and Trends in the Electric Appli- 
ance Industry” at the Annual Fall Meeting 
of the Minnesota Retail Furniture Dealers 
Association, held recently at the St. Paul 
Hotel in St. Paul. 

A. H. Kessler, promotion manager of 
N.C.E.L., recently gave an address on the 
“Care and Use of Electric Appliances” 
















HANGING CHAIN SUSPENSION 
FIXTURES IS AS EASY AS 


. ‘oe HANGING A ere re were 
to — eo EIYDES HANGER 


Just connect wires, screw to outlet box and 
the job’s done—in a few minutes. Fits stand- 





ard 4” or 314” outlet box or plaster ring. 
Self-grounding—you can use 2-wire cord and 
plug. Complete with receptacle, 

$] 50 two 5-foot chains, “S” hooks and 
Each List cord clips. Nothing else to buy. 
Day-Brite Lighting, Inc.,5405 Bulwer Ave., 


St. Louis 7, Mo. Nationally distributed 
through leading electrical supply houses. 


a, f. IT’S EASY TO SEE WHEN IT’S 


TiN G 


*Patent No. D-141024, 
Others pending 
Underwriters approved om 





CHRISTMAS — 
and 


A HAPPY 
NEW YEAR 


JACKSON ELECTRICAL COMPANY 


900-910 W. VAN BUREN STREET CHICAGO 7, ILLINOIS 
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with *COLOVOLT 


COLD CATHODE e LOW VOLTAGE LIGHTING 


For greater customer satisfaction. 


Lower maintenance cost — 
longer maintenance of a given 
foot-candle level—greater de- 


pendability because of guarantee 


(One year of light guaranteed 


except for failure due to break- 


age)—instantaneous starting— 


no flickering — continuous line 





lighting. These extra advantages 
are available to commercial and 
industrial users of light when in- 
stallations are made with COLO- 
VOLT Cold Cathode, Low Volt- 
age Fluorescent Lamps and 
Fixtures. 


Write for illustrated material 
and technical data. 


*Trade Mark Registered U.S. Patent Office 


GENERAL LUMINESCENT CORPORATION 


6485S. FEDERAL STREET 





CHICAGO 5, ILLINOIS 








FOR YOUR 
VAPOR PROOF 
PROBLEMS 

* investigate 


RAB 


ELECTRIC PRODUCTS 


eR 





Type VF-100G Type VC-100 


® All fittings fabricated of aluminum 
alloy — accurately machined 

@ Type VF—pendant type—100 and 200 
watt sizes — with or without cadmium 
plated steel guards 

@ Type VC—Outlet box type for 31/5"" or 
4” box—100 and 200 watt sizes — 
with or without guards 

@ Immediate shipment 


RAB 
ELECTRIC MFG. CO. 


Manufacturers of Vapor Proof Fixtures — 
Conduit fittings — Cast Junction Boxes 
7 EAST 199th ST. NEW YORK 58, N.Y. 
Sold thru Electrical Wholesalers 











MINERALLAC 


Steel HANGERS, CLIPS, STRAPS 





Minerallac Cable, Conduit and Messen- 
ger Hangers are STEEL. Easier, quicker 
to install; permit speedy, compact wir- 
ing; economical. Also in Everdur... 
Porcelain Insulating Bushings available. 


Jiffy STEEL Clips (Pipe-clamp) require 
only one screw, nail or bolt; rib-strength- 
ened; for hanging pipe, conduit, BX ca- 
ble, mounting coils, etc. Millions in use. 

Steel Straps for Messenger-cable serv- 
ices on outlet boxes; may be used in 
conjunction with hangers. 


Order from your Electrical Wholesaler. 
Send for literature. 


MINERALLAC ELECTRIC COMPANY 


25 North Peoria Street Chicago 7, Illinois 











at a meeting of the Red Cross Home Makers 
Club held at the Minneapolis Y.M.C.A. 
It was announced that the 1947 Director 
of the North Central Electrical Manufac 
turers Club is now being compiled and wil! 
be ready for distribution January 1. 
The semi-annual meeting of the North 
Dakota Electrical Contractors Association 
held recently at Devils Lake, N. D. was 
announced by George C. Halsted, secretary- 


treasurer. 


PHILADELPHIA — The Electrical Asso 
ciation of Philadelphia at its Fall Dealer 
Dinner entertained 1,124 dealers and thei: 
wives at the Broadwood Hotel. H. B 
B\rans, president of the association and 
executive vice-president of the Philadelphia 
Electric Co., presided, and following the 
dinner, voiced a warm welcome to thos¢ 
present, 

Arthur Rosen, past chairman and a mem 
ber of the Executive Committee of th 
Retail Appliance Dealers Division of th« 
association spoke of the value of organiza 
tion and congratulated the dealers on the 
rapidly growing strength of their group 
which had re-organized last year, 

John A. Morrison, managing director ot 
the association, in his speech directed atten 


tion to the cooperative promotional plan 















You'll find all good types of 
Straight and Parallel Connectors 
in the Complete line—all sizes: 
Bolted straight connectors, screw 
type, various split sleeve types, 
shrink fit, universal clamps, E-Z 
connectors with yoke and nut, etc. 


Penn-Union also makes the 
complete line of Service Connec- 
tors, Tees, Cable Taps, Grounding 
Clamps, Lugs, etc. Leading users 
have found that “Penn-Union” on 
a fitting is their best guarantee of 
unfailing service. 

PENN-UNION ELECTRIC CORP, 
ERIE, PA, 
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worked out -between the association and 
local and suburban financial institutions 
and called attention to the subject of mod- 
ern wiring, reminding the dealers of its 
importance in connection with their future 
sales. 

George E. Whitwell, vice-president in 
charge of sales, Philadelphia Electric Co., 
spoke briefly on the excellent business pos 
sibilities for electrical dealers in the metro 
politan Philadelphia area and congratu- 
lated his audience on the preparations the, 
were making for intensive and skilled sell- 
ing in the competitive days ahead. 

Next on the program was a two-act play- 
let entitled, “Tomorrow is Another Day.” 
The playlet was presented by employees of 
the Philadelphia Electric Company. 

A program of entertainment by profes- 
sional performers concluded the evening. 


ROCHESTER—The Sales Training Com- 
mittee of the Electrical Association of 
Rochester is sending out a questionnaire to 
each dealer member, asking that he state 
what his sales training needs will be dur 
ing the next six months. 

Bob Jordan and his Lighting Committe: 
have arranged for a two-day lighting ses- 
sion at the new lighting institute at Nela 
Park, Jan. 14 and 15. The Program will 


—“Alecwire” — 


INSULATED WIRE 
AND CABLES 


. Rubber and Synthetic 
Cords and Cables in a 
wide range of sizes, 


stranding and conductors. 


° Cotton and Rayon Braid- 
ed Wire for all general 
flexible cord applica- 


tions. 


° Special Cables and Port- 
able Cords. 


e Cord Assemblies—stand- 
ard and to specification 
for all types of Electrical 
Appliances. 


° The right cord for each 
job. 


THE ACCURATE INSULATED WIRE CORP. 


28 Fox St. New Haven, Conn. 




















E-M-T CONNECTIONS IN A FEW SECONDS! 
With B. M. Fittings 





TWO QUICK SQUEEZES give you Finer, [ 
Faster Conduit Connections. B-M Fittings DISTRIBUTED BY 
do away with the twisting, turning and | i , 

iteiten of wants andl ankh won eietcin } The M. B. Austin Co., ¢ 4 I 
tightening o tuts and save you valuable | Clayton Mark & Co. Eva ma. TN 
time and materials. Then too, they are Clifton Conduit Co r ‘ N. J 
stronger, neater and much easier to work Gen, Blectric Co., Bridgeport, Cont 


The Steelduct Co., Youngs 
Enameled Metals, Pittsburgt Penn 
National Enameling & Mfg. Co 
Pittsburgh. Va 
Triangle Conduit & Cable Co 
New Brunswick 


: : 
with in tight places. Start using B-M | Own, Cie 
Fittings today. Have more satisfied cus- | 
tomers—more profits from each job! 
(All B-M Fittings carry the Underwriters | 

Seal of Approval) L 








Deperdabllly WANG 


SOLDERING 
IRONS AND 
SOLDER POTS 


You can count on complete customer satisfac- 
tion from DRAKE Soldering Irons. Backed by 
25 years of soldering iron manufacturing ex- 
perience DRAKE Soldering Irons have built 
a reputation for quality that makes them dis- 
tinctly preferred by fast-producing American 
industry. 








Drake Has An 
Iron for Every Purpose 


Write for Illustrated Literature 
on the Drake Soldering Line 


DRAKE ELECTRIC WORKS, INC. 








3656 LINCOLN AVE - CHICAGO 13, ILL. 
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of 


Model E 
Soldering 
Machine 








ELECTRIC SOLDERING IRON CO. 
Deep River, Conn. 


2847 W. Elm St. 








“4 TORK CLOCK 1S A FAMOUS 
FOR TimE SWITCHES 


NAME 


CLOCKS 


For all types of electrical 
switching and time control 
fork Time Clocks will control 
operations efficiently and au 
tomatically. Self-starting, all 
electric. A variety of models 
for minutes hours, days, or 
weeks Plain or Astronomt 
Dia 


Price from 
$13.00 list. 


OTHER TORK PRODUCTS 


TORK ‘PERSONAL': Portable p! 


tice. Capacity 660 Watts. All standard features 


TORK TYMOTHERM: For automat 





ig-in switch for home or 


DEPENDABLE 


Here is a line covering oy needed for 
the modern plant which calls for Electric 
Soldering Equipment. 


Factories clamor for it, when once called to 
See, naan, for it’s a FAST-MOVING 


Dependably, substantially built, securing cus- 
tomer-good-will, and resales. 


Includes Electric Soldering Irons listing from 
$5 to $12.25; Soldering Machines $7.50 to $15; 
Soldering Iron Temperature Control Stands, 
and other related specialties. 


Our products are generally sold by the whole- 
salers direct to the industrials. Write for 
catalogs, price and 
Retail Discounts. 


lists and Wholesalers’ 


Model 12 Solder Pot 


SOLDERING EQUIPMENT 














Handles Heavy Reels Quickly 
... Safely . . . Economically 
Saves time and money in the plant, 
warehouse or on the job. 


Roll-A-Reel is the ideal way to 
reel or unreel wire, cable, or rope 


and efficient heating a - 
mtrol; ‘steady,’ ‘intermittent,’ and ‘off’ control. For and does an easier, better job in 
oo every way. 

WEEKLY CALENDAR WHEEL Optional feature all m 

standard models provides for automatically skipping In two sizes... 2000 Ibs. capac- 
e or more days each week ity —$37.50 and 4000 Ibs. capac- 

POULTRY LIGHTING CLOCKS: Standard models for au ity — $75.00 F.O.B. Cincinnati. 
mati Bright-Dim lighting equipment control fo 


ry houses 


RELAYS AND CONTACTORS e SPRING-DRIVEN 
MODELS e CAM OPERATED TIMERS e CLOCKS 
FOR SPORTS AND GAMES e SELECTOR 
WHEELS e TIME DELAY CIRCUITS e FREEZ 
ALARM FOR REFRIGERATION PROTECTION 


TUR CLOCh CO. 


RK 





Send for descriptive pamphlet. 


ROLL-A-REEL 


327 WEST FOURTH STREET 
CINCINNATI 2, OHIO 

























- 























be arranged exclusively for the Rochester 
group and will deal in new and advanced 
lighting sales practices. 


Adequate Wiring 


Recent meetings of the association point 
to the necessity of really doing something 
about adequate wiring so that the electri- 
cal wiring in the home will not be the 
stumbling block in the sale of electrical 
appliances in the future. To this end, con- 
sideration is being given to the adoptien of 
the wiring program coordinated with the 
appliance sales activities of dealers, and 
tied in with the nation-wide promotion of 
the National Adequate Wiring Bureau. 


Industrial Maintenance 


The Industrial Maintenance Division of 


the association now has 800 members. A 
recent meeting of this Division was held 
in the Columbus Civic Center Auditorium 
and the Philco Cor 


was conducted by 


poration. 
LES. 

The Rochester Chapter of the Illumin- 
ating Engineering Society, recently organ- 
ized, held a meeting at the Rochester Gas 
& Electric 
James Ketch, engineer from Nela Park, 
the 


Auditorium on November 18. 


discussed industrial and commercial 


lighting fields, together with the technique 


of lighting application in these fields. 








ELECTRICAL 
SPECIALTIES 8)¢5m 


FOR HEAVY es eae oC 
INDUSTRIAL SERVICE 





lug 


Write for a complete selection of 
RUSGREEN bulletins 


ENDULATORS (POTHEADS) ALL SIZES © ALL 
ALL TYPES 
SPLICING KITS AND 
INSULATING COMPOUNDS 


SHAPES * ALL VOLTAGES » 
* BUS SUPPORTS » 
MATERIALS * 


x * * 


RUSGREEN MFG. CO. 


14260 Birwood Avenue * Detroit, Mich 
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MORE FACTS For PROFIT and PERFORMANCE 


ON PRODUCTS » SELL TRICO! 


BX“ 









You can depend on lucrative returns when handling the 
famous TRICO Products which have given customer 
satisfaction for more than 27 years. 

TRICO’S enviable record for dependability and long- 
life performance guarantees steady repeat sales. Selling 
this foremost line that provides product variety fortified 
with persistent nation-wide advertising is your assur- 
ance for... 


. . ‘ . Renewable Fuses 
Clock and Program Systems—Bulletin No. 


250, issued by the Edwards and Company, 
Norwalk, Conn., describes clock systems, 
including program instruments and con- 
trols, that can be used in schools, colleges, 
hospitals, institutions, offices, industrial 
plants, stores, apartments and homes. s 
Healthy profits. 

Fast turnover. 

100% Jobber protection. 


Minimum investment. 





Wiwention 2 ELECTRICAL WHOLESALING 





‘eakproof Air Guns Line stability. 


Customer goodwill. 





Electric Heaters—In a recent folder pub- / \ 


lished by the Electromode Corp., 45 Crouch i \ Push the line that sells quickly and eas- 
St., Rochester 3, N. Y. the company de- ‘ | ily. Build your business on a basis of 


scribes its electric portable heater for the profitable user benefits. 
home and other types of heaters used in 


ofhces and factories. = 
* ORDER -STOCK -SELL 


When writing ELECTRICAL WHOLESALING 


Fuse Pullers 






@tG vu & Par OFF 








Electrical Connectors—A 52-page, pocket 
size catalog, covering popular types of elec- 
trical connectors for contracting and indus- 


trial maintenance requirements, is available TRICO FUSE MFG. CO. 


trom the Burndy Engineering Co., 111 


Bruckner Blvd., New York 54, N. Y. MILWAUKEE 12, WISCONSIN 





Automatic Oilers 








Fuse Clamps 











owes iiaatih: 


Transformers. 











The 3 most economical way ol! pro 
viding lo ow voltage circuits for the 
lighting and operating of machine 
tools is to run a branch line from 
the power line, using a transformer 
to step down the voltage. 
Dongan Transformers are being 
used for this purpose in industrial 
plants throughout the nation, re- 
ducing installation time and also 


for long life 
in 
severe service 


Especially designed for in- 
dustrial use. 

In locations where vi- 
bration is excessive, where 
inaccessibility makes bulb | 





replacement difficult and Capacities up to : ; 4s pean pe Ve 
tos plien taite~Staten Gur. 371), KVA, single conserving critical materials 
bon Lamps are a necessity. and 3 phase. * 
Many standard types, 
shapes and sizes are avail- DONGAN ELECTRIC MFG. CO. 
able as well as standard 2989 Franklin Detroit 7, Mich. 


colors and special shapes 
and colors. Standard screw 
and special bases are sup- 
plied according to your 
needs. 











ay 


Invite 
Send for catalog sheets lg 


and price lists. 


NORTH AMERICAN 
Electric Lamp Ca. 





Inquiries 








1034 Tyler St., St. Louis 6, Mo. 
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Appliance—A 4-page bulletin contains 


ous application sketches of the 


kitchen mixer manufactured by the 
son-Rochester Corp., 


Rochester 





service records of all the 


printe d in detail. 


Fluorescent Fixtures—A four-page bu 
| published by the Centralite Co., div 
of Central Neon Co., 1763 Central 


Cincinnati, Ohio, describes 


the company’s various types of fluore 






Fluorescent Show Case Lighting—A 4 





page 
tolder, issued by the Lustra Corporation of Watertight 
America, 40 W. 25th St., New York 10, lugs 
N. Y., illustrates the single reflector trough, 
the continuous reflector trough, push-in 


type sockets, show case mou 


Totally enclosed and a table of reflector tre 
All Bakelite body— Large binding 
Precision-built 


nism incorporating the latest de 


ugh sizes. 


crews mecha 


velopments for handling Type C 


lamp loads Areal T-rated 
switch 
Note positive arc-snuffing ac- 
tion yoke which oscillates in 
circular bearings to minimize 
friction pre-loaded _ contacts —— 
which eliminate vibration and 
ch al Fe BRAZING 
arcing your assurance of long 


WELDING 


life — positive performance 


Plus the 


of space-saving size, 


added advantage 


permitting 6701 Bryn Mawr A 


assembly of switches, outlets, 


‘ 





Robe- 


utility | 
7, Ps, Be 


| 
Wen en"? ELECTRICAL WHOLESALING | 





Veterans are 
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Ave., | 
and illustrates 
scent 
fixtures for drop or surface mounting. 


When writing ELECTRICAL WHOLESALING 


— 


L.B. ALLEN CO., INC. 


Chicago 31, U. S. A. 


| 
Vari- 


Watertight 
UC RT 


; p 

Employee-Veteran War Service Record— | R pt ] 

| As a tribute to the 300 World War II | ece ac es 

| veterans now in its employ, Rome Cable 

| Corporation, 330 Ridge St., Rome, N. Y., WITH TRIPLOC CONTACT UNITS 
has published a 68-page book in which the 


lletin 
ision 





Receptacles for FS-FD Pylet bodies 





nting brackets, 


Baaes substantially built 
plugs and receptacles are 
equipped with Triploc contact 
units and are watertight for use 
as floodlight connections or for 
any other type of portable elec- 
trical equipment where weather 
protection is needed. Types in- 
clude 1, 2, 3, 4, 6, and 8 pole 
units. Receptacles are galva- 
nized cast iron with brass cap. 
Plugs are cast aluminum alloy 
with threaded nut and rubber 
bushing cord grip. Female con- 
tact units can be mounted in 


ve. 








pilots in units of two or three to 


a gang — A saving on boxes and 


on plates. 


FIGURE ON WIRING THAT 
NEXT JOB 


Manutacturers Representative 


SERVING THE ELECTRICAL 
WHOLESALE TRADE IN: 


7, 





PASS & SEYMOUR, INC. 
Syracuse 9, N.Y. 


BOISE, IDAHO 





Hugh McNair Company 


plug shell as well asin receptacle 
housing, as all contact units 
are interchangeable and reversi- 
ble. For any type of outdoor plug 
and receptacle connections re- 
ferto your Pylet Catalog forcom- 
plete listings. 


THE PYLE-NATIONAL COMPANY 


1352 N. Kostner Avenue, Chicago 51, Illinois 
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MURDOCK BUZZERS and 
PUSH BUTTONS Sell Fast! 


Dealers everywhere report fast sales on 
these specialties. MURDOCK’S No-contact 
Tone-right Buzzer attracts favorable atten 
tion because of its modern louver-design 
Buzzer is fully insulated and produces a 
pleasing, uniform tone. It’s guaranteed 
1or years of trouble-free service. Choice 
of colors in attractive moulded cases 
Operates on 6 to 8 volts, A.C. only. 3!2 
x 158" x 1'4” deep. 


PUSH BUTTONS 
OF DISTINCTION 
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Fluorescent Fixtures — Bulletin No. 
illustrates the Series No. 140 two, thre 
and four light fluorescent fixtures, designed 
for surface or suspension mounting, indi 
vidually or in continuous runs. Lighting 
Products Inec., Highland Park, Illinois 


Ww ieecntion 2 ELECTRICAL WHOLESALING 


Incandescent & Fluorescent Recessed 
Lighting—An 8-page folder has been issued 
by the Kirlin Co., 3435 E. Jefferson Ave., 
Detroit 7, Mich., showing close up illus 


trations as well as typical application photos 
of the company’s incandescent and fluores 
cent recessed lighting fixtures. 


Model No. 10 (allus 
trated ). Durable mould 
ed case. Positive con 
tacts. Rustproof, insulat- 
ed. 158” x 1%” x %’. 
List $.30 each. Name 





wer iica"® ELECTRICAL WHOLESALING _ 








PRICE plate model No. 11 
$1.00 each same construction, but has removable 
Industrial Fluorescent Fixtures — Bulletin No. 46 metal escutcheon. 3!4” x 1%” x 7%”. List 
30-A, replacing Bulletin F-77, contains $.40 each 
illustrations and descriptions of the various 
types of industrial fluorescent fixtures (both 
single units and continuous row combina . 
tions) manufactured by Day-Brite Light Murdock Representatives 
ing, Ine., 5405 Bulwer Ave., St. Louis 7, Mi ATLANTA: L. Morris Landers Co. ¢ BOSTON: Electrical Agencies, Inc. ¢ CLEVELAND: Henger- Fair 


field Co. « CHICAGO: George Butler Co. ¢ DALLAS: George E. Anderson Co. ¢ DETROIT: Hemphi!! 
& Co. ¢ LOS ANGELES: Keeler, White Co. ¢ NEW YORK: Telephone Sales & Service Corp. « PHIL- 
ADELPHIA: Harry G. Anschuetz ¢ PORTLAND, ORE.: Keeler, White Co. ¢ SAN FRANCISCO: Keeler 
White Co. ¢ SEATTLE: Keeler, White Co. ¢ ST. LOUIS: W. T. Koch Co. ¢ UTICA: F. Walter Laver 


ee ELECTRICAL WHOLESALING EXPORT DIVISION—Ro “on nn ob New York 16, New Yor! 
235 Carter St. Chelsea 50, Mass. 

















VULCAN 


ELECTRIC SOLDERING 


For precision 
soldering at 

high speed. 
Mechanics prefe: 
them because 

they have the 
“*hang” or balance 
a skilled work- 





man likes. | 
| 
SCREW TIP OR PLUG TIP Preferred By E Z ° / (7, ts ; A 23 
VULCAN ELECTRIC CO. 
Danvers 9, Mass. @ A good wiring job depends on just two things: (1) skilled 
Electric Soldering Tools workmanship; (2) top grade supplies. Universal knobs, tubes 
Electric Solder Pots and fittings are supplies that help a good job stay good. 


Electric Heating Units 


ey) tHE UNIVERSAL ciay propucts co. 


1549 EAST FIRST ST. SANDUSKY, OHIO 
ENE A GE ERM OBS LSE REL LILI EGE! CLE: 
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BERNS MFG. CORP. 


2278 ELSTON AVENUE, CHICAGO 14, ILLINOIS 
Formerly Berns Specialty Mfg. Co. 


158 


















Machines, Tools, Accessories — Detailed 
specifications, prices, and illustrations of 
the Wvzenbeek’s line of flexible shaft ma- 
chines, high speed grinders, tools and acces- 
sories are presented in a folder published 
by Wyzenbeek & Ste aff, Inc., 838 W. Hub- 
bard St., Chicago 22, III. 


When writing ELECTRICAL WHOLESALING 


mention 





Power Distribution Systems—Bulletin 462 
contains complete information on the BUS- 
tribution systems. It describes the feeder 
duct and the plug-in duct, lists the various 
fittings and their applications, shows vari- 
ous ways of hanging and supporting the 
ducts and illustrates the outstanding fea- 
tures of this distributing system. BullDog 
Electric Products Co., Box 177, Detroit 32, 
Michigan. 
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Resistors and Windings — Bulletin 87 con- 
tains illustrations, specifications and appli- 
cation information on the company’s line 
of resistors and windings—including fixed 
and adjustable resistors, R. and choke 
plates, ferrule heating elements, 
special windings and accessories. Resistors, 
Ine., 2241 South Indiana Ave., Chicago 16, 
Illinois. 


resistors, 
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WEST COAST 








| 1k 1 mufactur 
| ¢ A A uwling on electri- | 
bers, seekin y high grade 
1p} . Intensive cover 
| rn T cy 
entire ra Coast area 
| | tpable Office and 
| warehause facilities available. | 
| 
€ 7 ea 
PLASTRIBUTORS 


1817 Industrial St. 
Los Angeles 21, Calif. 
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RUBBER PLUG CAP WITH FINGER GRIP 


Immediate Delivery 
Hard Rubber 
Color — Black 
Non-slip Finger Grip 
Brass Slecesie al Contacts 
Cord Openings — .312 
Jobbers Price 
$70.00 per 1,000 
F. O. B. Los Angeles 
Shipping Weight 
65 Ibs. in 1,000 lots 
TURN KNOB PLASTIC 
LAMP SOCKET 
§ 341 





Stock No. P 310 
Stock No. , 

Thre aded for ly,” ‘Standard Pipe 
Jobbers Price, $290. 00 per 1,000. F.O.B. Los 
Angeles Shipping Weight 115 lbs. in 1,000 lots 


ELECTRICAL SPECIALISTS, Inc. 


P. O. Box 213 Los Angeles 25, Calif. 
JOBBERS WANTED 











evERYBODY'S 
HAPPy/ 


YOU'RE PLEASED WITH THE SALES 
— CUSTOMERS ARE PLEASED 
WITH THE PRODUCTS—THEY’RE 


JUSTRITE 


Yes, Justrite lights and lanterns definitely 
live up to their name. Hundreds of dealers 
find them best for making sales. And thou- 
sands of customers have found Justrite 
lanterns and lights best in every way — for 
economical and satisfactory operation, and 
for long service. 





Model No. 1955—Fastens four way 

Justrite Industrial Headlantern No. 1955 
is designed for all types of maintenance 
work. Fastens four ways—on head, shoul- 
der, wrist or knee. Beam can be focused 
exactly where desired. Battery case fastens 
with shoulder straps—hands left free. Used 
with ordinary lens, lantern provides pow- 
erful spot beam. For wider spread beam 
can be used with new Justrite Honeycomb 
Lens. Uses standard 6-volt dry cell battery 


COMBINATION HEADLIGHT 
AND HAND LANTERN 





Model No. 8 Headlight-Lantern 


> > .,}) 
3- AJ—3-cell 


Headpiece fastens around head or hat by 
elastic band. Battery case slips in pocket 
or clips to belt. Easily converted into a 
hand lantern with headband and cord 
folded into case. Can also be used with 
Justrite Honeycomb Lens. Uses standard 
flashlight batteries. 


If you are not now handling Justrit oducts, uri 
for the nar f your neare + avile ‘Dsst 


JUSTRITE 


MANUFACTURING COMPANY 
2063 N. Southport Ave., Dept. A-4, Chicago 14, Ill. 


ributor 
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This EYE-CATCHING New 


SALES 
BUILDER 
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Put a sturdy KWIK- 
HEAT Thermostatic 
Soldering Ironin this 
new 3-color display 
to perk up sales, get 
faster turnover and 
more profits. One 
of these attractive 
3-color displays is in- 
cluded in each stan- 
dard package of one 
dozen Kwikheats... 
or, you may order 
your displays from 
factory at no charge. 


Kwikheat Thermo- 
static SolderingIrons 
almost sell them- 
selves with their 
speedy heating (only 


heat control, cool 
handle, light weight, 
nice balance and 
seven interchange- 


7 \ Ny able tips. Now, a 
TIP} more powerful, twin- 
size Kwikheat is 


available...450-W att 
| \§ in same dimensions 
\ and weight as the 

—— 225 -Watt, but twice 
12 s 


the power. ... Sell 
2 €& § 


Kwikheats for prof- 
‘<> 


STYLES | 


Qian f } ) 


its...let chis new silent 
salesman aid you. 


ORDER YOUR DISPLAY 
--- TODAY... WRITE 


~ ee 
~~ wwe THERMOSTATIC 


~——-SOLDERING IRON | 
C DLDERI RON 


A DIVISION OF 
SOUND EQUIPMENT CORP. OF CALIF. 
3903 San Fernande Rd., Glendale 4, Calif. 


90 seconds), built-in , 














Portable Heater — An 8-page booklet, de- 
signed for dealer use, describes as well as 
illustrates with typical application sketches 
the portable electric radiator manufactured 
by the Henry J. Morton Associates, Inc., 
510 Boulevard Bldg., Detroit 2, Michigan. 


ad} 
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Synthetic Rubber—A 50-page booklet, pub- 
lished by the United States Rubber Co., 
Rockefeller Center, New York 20, N. Y., 
shows the dramatic growth of the synthetic 
rubber industry, identifies and describes 
the various types of synthetic rubber with 
an impartial analysis of their properties 
(presented in tabular form), and includes 
a technical appendix which gives the chem- 
ical structure of rubber and synthetic rub- 
bers, and lists a glossary of terms used in 
the industry. 
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Timing Motor — Bulletin No. 10, published 
by the R. W. Cramer Co., Inc., Center- 
brook, Conn., includes the following in- 
formation on its self-starting synchronous 
timing motor: application, features, con- 
struction, characteristics, speed ranges, di- 
mension drawing, etc. 
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CORNISH WIRE CO., nc: 


15 Park Row + New York City, 7 
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| POSITIVE 
STARTER LOCK 


SURE-GRIP 
TERMINALS 


Thr 


PAT. PENDING 


Lamp Holders and Starters 
sold separately if desired.. 


New SURE-GRIP Socket and 
Starter Combination offers a 
positive, turn-lock action that 
grips the lamp and starter 
firmly .. . shocks or vibration 
cannot shake them loose. The 
lamp is quickly inserted with 
one hand and stays put! Socket 
is designed for easy wiring into 
fixtures to save time in assem- 
bly. Precision built throughout. 








Terminal side of 
storter holder with 
cover removed. 
Spring lock action of 
contacts makes 
starter removal easy; 
eliminates all loose 
contact difficulties. 





Rear of Lamp socket 
with cover removed. 
Note sure grip -con- 
tacts that lock lamp 
in place. Lamp and 
starter are internally 
connected. 


WRITE, WIRE OR PHONE 


LASSI 


MANUFACTURING CO. 











40 N.E. 22nd STREET 





MIAMI FLORIDA 


159 











Sc 





KEYS 








Designed for 
dependable 
performance 


SIGNAL ELECTRIC MFG. CO. 


MENOMINEE, MICHIGAN 


OTA AT 


LT es 
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SOMETIMES A PROSPECT thinks 
HE KNOWS THE ANSWER— 


when he doesnt 


Sometimes a prospect refuses to give a salesman 
time to tell his story and politely bows him out the 
door. 

Often this is because the prospect THINKS he 
knows all there is of interest to him about the particu- 
lar product the salesman wants to discuss. 

How to handle such a situation is a challenge to 


any salesman. 


Fusetrons give many kinds of 
protection heretofore not available 


Fusetrons do everything fuses do — 
PLUS much, much more... 


Entirely wipe out needless blows caused by motor starting 
currents or other harmless overloads. 


Give thermal protection to panelboards and switches. 


Prevent needless blows caused by heating in panelboards 
and switches. 


Permit use of larger motor or adding more motors without 
installing larger panel or switch. 


On new installations, proper size panels or switches can be 
installed instead of oversize. 


Protect motors against burnout. 
Give double protection to large motors. 


Provide simplest way to stop motor burnouts from single 
phasing. 


Make burnout protection of small motors simple and inex- 
pensive. 


Protect coils, transformers and solenoids against burnout. 


One salesman gets attention this way 


One salesman we know, who generally keeps his 
sales well above quota says, “I try to pick out some 
feature of the product I am selling that isn’t in the 
product the prospect is using.” 

“For example: In BUSS Fusetrons, I point out that 
often they make it possible to change motors to larger 
sizes without changing panelboards or switches.” 

“Often prospects don't know that the long time-lag 
of BUSS Fusetrons makes this possible.” 

“Or in other cases I will show prospects how BUSS 
Fusetrons prevent needless blows due to excessive 
heating because their lesser resistance results in 
cooler operation.” 

“I find that whenever I can touch on a problem the 
prospect has or thinks he will have, I can break down 


e 
his resistance and get him to listen to my story.” 


Turn to your binder for ideas 


Many manufacturers put valuable sales informa- 
tion in the bulletins they furnish for your binder. From 
this information you can pick a host of ideas to use 
in selling. 

In the bulletin on BUSS Fusetrons you will find a 
complete sales story. You can use it as a basis for 
your story and also to point out to the prospect the 
various charts and illustrations that back up so 
clearly your claims that BUSS Fusetrons give many 
kinds of protection heretofore not available. 

Don't forget too, that whenever you need help to 
land a fuse order, call on the BUSS Fuse-man in your 
territory. He is ready and glad to help you. 


Bussmann Mfg. Co., St. Louis 
Division McGraw Electric Company 


BUSS FUSETRONS 








